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PREFACE. 


^ A "HIS Manual has been written by order of the Govern- 
X tnent of India for the use of Forest Officers in 
India in the first instance, but will, it is hoped, prove of 
some practical value to the general public, and especially 
to that section of the community who are engaged direct- 
ly in the management of tea and coffee gardens, indigo 
concerns, and in agricultural pursuits generally. 

' The scope of the work is laid down in the Resolution 
passed by the Board of Control of the Imperial Forest 
School, Dehra Dfin, tvhich assembled at Dehra in March, 
1893, under the presidentship of Mr. B. Ribbentrop, 
C.l.E., Inspector-General of Forests to the Government 
of India. The Board placed on record their opinion that 
a Manual of Forest Engineering sho^uld be prepared, 
that the course of Engineering at present taught at the 
School meets ■' all requirements, and that the general 
arrangement of the Manual should be based upon the 
School' Syllabus of the course of Forest Engineering. 
■While recognizing- the value of the notes of lectures de- 
liye£ed"'a.t .the Forest School by Lieutenant-Colonel 
Bailey, R.Ejj formerly Director of' that ■'^Institution, and 
Mr. A. G. Hob art- Hampden, and edited by the latter offi- 
cer, the'Board considered that those note§. would require 
considerable addition and re-arrangement in order to 
render them complete and.in conformity with the School 
Syllabus, They further resolved that the Manual should 
be elaborated •• beyond the requirements of the school 
curriculum,' so as to be .useful for reference to the 
officers of the Departn]Men6J’* £Pbd to the p.ublic generally. 
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In order to carry this proposal into practical effect, 
and in order to utilize local experience and collect 
examples and illustrations of local works or practice, 
they considered that the preparation of the Manual 
should be entrusted to an editor who should have 
authority to correspond with Conservators of Forests 
throughout India. 

The preparation of the Manual was entrusted to me, 
and proofs of the different parts of the work have been 
sent gradually, as they became ready, to the Inspector- 
General of Forests to the Government of India, and all 
Conservators of Forests, for circulation among such 
Forest Officers as they might select, for the purpose of 
recording any suggestions which they had to make. . 

In the preparation of the draft of the different patts 
of the Manual it has been my endeavour to bring tor 
gether all the information that was available on the 
subjects treated of, so as to indicate what w’as known 
and what was not known ; and thus to induce Forest 
Officers and others to whom., the draft was sent to criti- 
cize the information collected, to indicate whether it 
was in accord with their practical experience or not ; to 
add to the information w’here necessary, and to -state 
what parts of the information collected was, in their 
opinion, useless to Forest Officers, or at variance with 
local practice. 

This course of action has necessarily delayed the 
publication of the Manual. 

The value of the Manual as a book of reference has 
been greatly increased by the circulation of the draft 
among Indian Forest Officers and others who have been 
kind enough to give me thd Tjenefit of their experience j 
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and the Manual may, I think, be taken to represent the 
experience of the Department as a whole, instead of that 
of one individual. It is a great pleasure to me to 
place on record my indebtedness to those Forest 
Officers and others who have so kindly favoured me with 
criticisms and suggestions — the result of their practical 
experience in many parts of the Indian Empire — ^and 
who have furnished me with much valuable information 
concerning local works and practices of which I had no 
personal knowledge. * 

The Manual has been divided into the following parts : 

Part I. — Building Materials. 

Part II. — Building Construction. 

Part III. — Road Making. 

Part IV. — Bridges. 

Part V.-— Transport of Timber. 

Part VI.-— Wells. 

Part VII. — Construction of Embankments and 

' Water Channels. River Training Works. 

Part VIII. — Demarcation of Forests. 

Parts I and II will form the first, Parts III and IV 
the second, and Parts V to VIII the third and last 
volume. 

The first two volumes contain Information which will 
. be useful to anyone who is interested in simple engineer- 
ing problems, while the third volume contains those 
parts of the subject which are of more special interest 
to a Forest Officer. 

This Manual is not intended to take the place of the 
many excellent works on civil engineering which already 
exist; but . will, it is hoped, supplement these, and fill a 
gap which has long been felt by those who have received 
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no special training in engineering,- and who find 
themselves called upon to carry out simple engineering 
works which do not require a high and special course of 
training — situated as they often are in places where it is 
impossible to obtain the advice or services of a specially 
trained engineer, and where they have to depend entirely 
upon their own resources and initiative. 

The Manual is intended as a book of reference for 
practical men as well as a text book for the use of 
students. Consequently, it has been my endeavour to 
make the information recorded on each and every subject 
treated of complete in itself, thus obviating, as far as 
practicable, the necessity of referring to other parts of the 
book for additional information bearing on the subject ; 
as a person engaged on practical work has not time 
to read straight through any book, and naturally would 
expect to find all the information that he would require, 
on any given subject as far as possible in one and the 
same place. 

This procedure has necessarily involved a certain 
amount of repetition, which is unavoidable if the object 
stated above is to be attained. 

The Index has been compiled with great care, and 
has been made as fulTas possible, with a view to render- - 
ing the information recorded easily accessible to all, and 
allowing of ready reference to the different places in 
which information has been recorded on one and the , 
same subject. 

The engineering works which a Forest Officer, or 
landed proprietor, in an out-of-the-w'ay part of the world 
is called upon to execute have generally to be carried 
^ out \vith crude -appliances in an economical . manner ; 
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and in the great majority of cases only materials which 
are obtaine(i locally can be used, owing to the great cost 
of transport of manufactured material from the nearest 
market where it can be purchased to the site of the work. 
This condition in many instances practically precludes 
the use of iron beams and castings, etc,, which othermse 
it would be very desirable to use, and these have to be 
replaced by such timber as can be obtained locally. 

.The choice of materials is thus dependent upon 
local circumstances, and differs considerably from place 
to place ; and structures involving the use of iron and 
steel have consequently only been occasionally referred 
to. 

« The use of technical terms has been avoided as far 
as possible, and an attempt has been.made to render the 
Manual intelligible to those who have had no special 
training in engineering. It has been my aim to place 
, before my readers all the information (within the scope 
of the work) that they are likely to require, and thus to 
avoid the necessity. of reference to other works on civil 
engineering. How far I have succeeded I must leave 
• it to my readers to judge, j 

Exception may be taken to the, inclusion of carpentry 
, and joinery in Pdrt /. — Building Materials. My reason 
for*. placing, the detailed- consideration of the construe- ' 
tion of joints in' timber, in Part I. is simply one of .con- 
venience for reference. The joints considered may be 
required in the construction of floors and roofs {Part IJ) 
or in the construction of bridges {Part IV). Conse- 
quently 1 have considered it advisable not to go into the 
question of their proper formation in either of these 
parts, but to place the subject in a part which precedes^ 
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both of tbemi and to which reference can be made as 
required. 

The illustrations have been drawn, as far as prac» 
ticable, to scale ; and have been, in the majority of 
cases, dimensioned as well ; and will, it is hoped, 
prove of considerable practical use. Much valuable 
information, which has not been repeated in the 'text, 
will be found in the description of the several 6gures. 
It has been considered advisable to add detailed descrip* 
tions of the majority of the illustrations in order to 
render them perfectly intelligible without reference to 
the text. 

By far the majority of the illustrations are original, 
and have, whenever practicable, been taken from actual 
constructions, a fact which will add much to their 
intrinsic value. 

Those illustrations which have been supplied by 
Forest Olficers and other helpers have been duly ac- 
knowledged, with the exception of a few which have 
been taken from Mr. A. G. Hobart-Hampden’s Notes 
on Forest Engineering, the original source of which is not 
accurately known. I am indebted to Messrs. John Fowler 
& Co., Limited, Leeds, for the wood-blocks of Figures 
43 . 44 . 45 . 46, 47 . 48, 49 . and 50, Volume HI. ; to the 
President of the Administrative Council of the " Socidtd 
nouvelle des dtablissements Ddcauville aind” of Petit 
Bourg, Seine et Oise, France, for the electrotypes of 
Figures 51,52, 53, 54, 55, 56, 57, 58, 59, 60, and 6^ of the 
same volume j and to Messrs, T. W. Palmer & Co., 5, 
Victoria Street, London, S.W., for the electrotype of 
figure 80, Volume II. Figure 86 of the same volume 
appeared first in Indian Engineering, edited by Pat. 
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Doyle, Esq., C.E., who Idndly gave tne permission to 
reduce that drawing for the illustration of this work. 

In the preparation of the Manual many of the 
standard works 'On Civil Engineering have been con- 
sulted, and among these the following should be specially 
mentioned. References have been made in footnotes to 
the authorities who have been principally consulted : — 

Notes on Building Construction arranged to meet 
the requirements of the Syllabus of the Science and Art 
Department of the Committee of Council on Education, 
South Kensington. (London *. Longmans, Green St Co.) 

' The Roorkee Treatise on Civil Engineering in India, 
3rd Edition, edited by Major A. M. Lang, R.E. (Roor- 
kee : Thomason College Press.) 

A Manual of Civil Engineering, by M. Rankine, 
C.E., i6th Edition, thoroughly revised by W. J. Millar, 
C.E. (London : Charles Griffin & Co., Exeter Street, 
Strand.) 

Elementary Principles of Carpentry, by Thomas 
Tredgold, revised and partially rewritten by j. T. Hurst, 
C.E., 4th Edition. (London : E. and F. N. Spon, i 5 , 
Charing Cross.) 

A Treatise on Mountain Roads, by Lieutenant-General 
H. St. Clair Wilkins, R.E. (London ; E. and F. N. Spon, 
16, Charing Cross.) 

An Elementary Course of Civil Engineering iox 
use of the students of the Upper Subordinate class of the 
Civil Engineering College of Madras, (Lawrence Asylum 
Press, Mount Road, Madras.) 

Linie and Cement, by A. H. Heath. (London ; 
E. and F. N. Spon, 16, Charing Cross.) 

A Rudimentary Treatise pn the Blflsfing and 
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Quarrying of Stone, by General Sir J. F. Burgoyne/ 
(London : J. Weale and Son.) 

The Manual has been written under the general 
editorship of Mr. J. S. Gamble, Director of the Imperial 
Forest School, Dehra Dfin, to whom my acknowledg- 
ments are due for general advice and for notes which 
formed the basis of the draft of Pari VIII.— The De^ 
mar cation of Forests. 

My thanks are due to those Indian Forest Officers 
who have been good enough to criticize the draft of the 
Manual circulated among them, to make suggestions 
and to add much useful information with regard to local 
works and practices — the result of their personal ex- 
perience. 

I have endeavoured to acknowledge the information 
received from them as far as practicable in the text. 
My thanks are specially due to the following Indian 
Forest Officers ; — Mr. A. G. Hobart-Hampden, North- 
Western Provinces and Oudh; Messrs. F. A. Lodge, 
A. W. Lushington, and H. J. Porter, Madras Presidency ; 
Mr. D. P. Copeland, Assam ; Mr. F, Gleadow, Bombay 
Presidency, Deputy Director, Imperial Forest School, 
Dehra Dun ; Messrs. J. W. Oliver, E. A. O’Bryen, and 
C. Q. Corbett, Burma. 

The Manager of the Borabay-Burma Trading Com- 
pany has given me much valuable information Avith re- 
gard to the construction and use of the timber carts 
employed in the extraction of teak logs in Upper Burma, 

Mr, A. H. Heath, A.M.I.C.E., Assistant Professor 
of Engineering, Royal Indian Engineering College, 
Cooper’s Hill, England, has given me material help in 
the revision of the whole work, and has rewritten the 
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articles on piles and pile driving, and on masonry bridges 
in Volume II, Part IV, and has furnished me with the 
sketches from which the illustrations of those articles 
have been made. 

I Professor T, A. Hearson, M.I.C.E., and Mr. R. 
Woods, F.C.H., both on the staff of the same College, 
have given me assistance and advice in the portions 
of the Manual relating to roofs and bridges. 

Mr. C. E. Dupuis, F.C.H., Executive Engineer, Pub- 
lic Works Department, Irrigation Branch, has kindly 
revised the portions of the Manual which deal with the 
calculation of the dimensions of the different parts of a 
suspension bridge, and has furnished me with much prac- 
tical information with regard to the construction of small 
irrigation channels and of spurs for the protection of 
river banks from erosion. He has also written Appen- 
dix I to Vol. I on Bull’s Trench Kiln. 

Mr. R. N. Hodges, Superintending Engineer (Public 
Works Department), has looked through the draft of the 
first two volumes, and has given me many practical hints 
which are of much value. 

Finally, I wish to acknowledge the consistently kind 
help and advice given to me by Dr. William Schlich, 
Ph.D., C.I.E., during the preparation of this work. 

C. Gilbert Rogers. 

Simla, 

8th September, iSgg. 
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Part I.--BUILDING MATERIALS. 

»- ■' ' 

SECTION I.— STONE. 

§ I. Qualities of stone.— The chief qualities of stone 
which it is necessary to consider, so far as its use in the con- 
struction of forest works is concerned, are— 

(1) strength, 

(2) durability, 

(3) the facility with which it can be worked. 

{i) The strength of stone , — By the strength of a stone is 
understood its power to resist the crushing force exerted on it by 
the weight which it has to support. In ordinary forest works, 
this force is not considerable, and it may be assumed that any 
stone which is sufficiently durable will be also sufficiently strong 
for the purpose for which it is required. ,i 

(2) The durability of s/owc.— By durability, as applied to 
stone, is understood its power to resist the decomposing ac- 
tion of the atmosphere -and the other external influences to, 
which it may. be subjected. Durability is a very necessary/ 
quality in stone, and a deficiency in this respect may endanger 
the stability of the most carefully constructed building. 
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The durability of a stone depends upon— 

(а) the action of the atmosphere, 

(б) its chemical composition, 

(«} its physical structure, 

(d) its position in the building. 

(a) The influence of the The nature and 

extent of the atmospheric agencies which act upon a stone 
affect its durability very considerably. A stone is more dur- 
able in a dry atmosphere than in a moist one. Acid fumes, 
either in the air, or dissolved in rain, have a harmful influence 
upon stone. The number of rainy days and the total annual 
rmnfallate of importance in determining the durability of stone. 
The decomposing effect of the atmosphere upon a stone is 
spoken of as weatheriitg; a stone which is but little affected by the 
atmosphere is said to weather well, while one which is rapidly 
decomposed on exposure to the air is said to weather badly. 

Some stones,, however, harden on exposure to air, e.g,, 
laterite, the limestone of Kuliada hill in Ganjam and the gneiss 
of Kondavid hill in the Kistna dbtrict. {A, W. Lushington) 

{S) Its chemical C0mpos{iiott,—.j^s far as durability is con- 
cerned, the chemical composition of a stone should be such as 
to enable it to resist the action of the air and of-the harmful 
compounds which the air contains. The atmosphere always 
contains some carbon dioxide, and, near manufacturing cities, 
acid fumes as well. These substances are dissolved in rain or 
combine with the moisture of the air and are thus carried into 
the pores of the stone. Carbon dioxide will ultimately seriously 
injure any stone which has a' considerable quantity of magne- 
sium or calcium carbonate in its composition. Oxygen acts 
deleteriously on stones containing much iron. Lichens some, 
times bitten decay, .in .stones. . ■ ; 

(c) Physical The; physical structure of a stone is 

of great importance in- determining -its -relative durability. 
It depends I very much oh - the origin .of the stone; .Take for 
example marble 'and- chalk'; their chemical composition is the 
same, butihe-fornier is a hard, .strong, highly indurated, ctystal- 
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line and durable rock; while the latter is a soft powdery 
material without either strength or cohesion. Compare again 
the respective durabilities of a hard stratified slate, a soft 
fissile shale, and a simple sedimentary deposit of mud ; all these 
three bodies may have the same chemical composition, and 
their different durabilities depend entirely upon their different 
ages. Quartzite and a soft sandstone may have the same 
chemical composition ; the former is one of the most durable of 
stones, the latter one of the least durable. Quartzite is a meta- 
morphic rock, sandstone a sedimentary one. 

A rock with a crystalline structure is, as a rule, more durable 
,than one which is not crystalline. A stone with a porous struc- 
*ture is generally less durable than one which has a dense 
homogeneous structure. Stones mth a close grain are more 
durable than those which have an open grain, provided in each 
case that their chemical composition is identical. A stone 
which is homogeneous in structure is generally durable. 

If a stone consists of grains held together by a cement- 
ing material, the durability of the stone will depend upon 
that of its component parts; if both are lasting, the stone 
will be durable ; if the cementing material is easily destroyed, 
the stone will crumble, and if the grains are not durable it will 
become porous. No stone which has begun to weather (see 
page 2) should be used in the construction of a building. 

(d) The position of the stone in the building . — Stones 
placed in a part of a building exposed to rain "are, as a rule, more 
liable to be decomposed or disintegrated than when placed so as 
to ’be sheltered from the rain. In damp climates, stones pro- 
tected from wind and sun are more liable to decay than those . 
exposed to those influences, because rain falling on them, con-' 
taining as it often does, acids in solution, will dry out very 
slowly. 

"the outer surfaces of stoAes subjected to the action offrok, 
or to alternations oM^tense heat and cold, are liable to crack or 
flake off. , 
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All stones, especially those which: are distinctly stratified, 
should be placed in walls, in the position in which they were 
originally deposited or in this position inverted. If the planes 
of stratification are placed parallel to the surface of the wall, 
the surface of the stone is liable to peel off in flakes. 

Fig. I. 



Figure t represents a block of stratified stone, the broken lines show the 
lines of stratification. In placing such a stone in a vertical wall it should 
he laid with the face A horieontaU If such a stone were laid with either of 
the faces B or C horizontal, the laminm would split off in flakes during 
the process of weathering. 

In arches, the natural bed of the stones should he placed 
perpendicularly to the thrust on the stone if.e., to the resultant 
of the forces acting on it ) ; the beds of stratification should be 
parallel to the centre line .of the arch and .perpendicular to 
its face.. ' 

( 3 ) Facility of •working,—‘T^\'& is of importance from an 
economic point of view. The ease with which stone can be 
shaped, depends upon its hardness, structural soundness, free- 
dom from flaws, faults, or lamination, and thfe presence, or 
absence of natural fractures and cleavages. 

§ 2i Besides the qualities of stone which have just been 
considered,- there are two other less important ones • which 
should be mention^. . These are hardness and weight. 

The hardness of a stone is of importance when we wish to 
preserve sharp angles, or in cases where the stone is exposed 
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to the destructive action oE water. It does not necessarily fol- 
low that because a stone is hard it will be durable, ' but the 
harder a stone is the more expensive will it be to fashion it. 

The wetg/ti of a stone is occasionally of importance, where 
there is a choice of stones. In such cases, the heavier stones 
should be placed in the foundations and the lighter ones in the 
superstructure. 

In the construction of embankments or dams to form tanks, 
retaining walls and protective works generally, the size and 
weight of the stones used is of great importance. A dam con- 
structed of very large heavy stones will resist the action of a 
stream in flood very much more effectively than a considerably 
more massive one built of small stones. 

§ 3. Tests for the durability of stone. — In compar- 
ing the durability of stones of the same class, the least porous 
and the heaviest (and consequently strongest) will be the 
most durable in an atmosphere which has no special tendency 
to attack the individual constituents of the stone itself. 

T/te examination of the freshly broken surface of a stone will 
often yield a considerable amount of information as to its dura- 
bility, If the surface is bright, clean, and sharp, and if the 
grains are well cemented together, the stone will, as a rule, be 
durable ; if, however, the surface is dull and earthy and the 
cementing material .weak, the stone will be liable to decay. 

Absorption 0/ ««/er.~Another good guide to the relative 
durability of different stones lies in' their power of absorbing 
water. The;s'tones to be examined should be weighed when dry, 
and then immersed in water for 24 hours, and the -stone which 
absorbs; the -smallest jierccntage. of its weight of water will be 
the mdst durable. , ' 

The presence of earthy or mineral matter, easily soluble , in 
water, may be detected by placing moistened fragment^sof tffe 
stone in a glass of clean water and leaving , it ^.undisturbed for. ‘ 
half an hour ; the water should then be stirred vigorously, .and if 
there is much earthy or easily soluble matter present, the 
water will become discoloured. ^ 
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Effect of. aeid.—li we wish to ascertain if a certain stone is 
likely to resist the acid fumes of town air we should place the 
stone to be tested for some days in a solution of dilute hydro, 
chloric or sulphuric acid. The effect of the dilute acid on the 
stone will serve as a guide as to the probable effect of town 
air on it, 

§ 4. Preparation of building stone.— Stone for build- 
ing purposes in India may be obtained from quarries or collected 
from river beds (boulders). If boulders are used, their surfaces 
must be roughened by knocking off portions of their water-worn 
faces before they are placed in the wall. ' Boulders should 
only be used when no other kind of stone is available locally. 
The process of obtaining stone from the place where it is 
found naturally in the ground is called quarrying. 

Stone situated near the surface of the soil, and which has 
consequently been subjected to weathering influences, is not 
so durable as that which is found lower down. No stone which 
has been perceptibly weathered should be taken from a quarry. 
Before opening a quarry we must consider how the stone 
may be extracted in the most economical manner. A quarry 
should be opened at the side, not at the top, of a hill, and the 
road leading to it should have as easy a gradient as possible. 

In quarries, stone found in large masses is usually subdivided 
into smaller pieces by natural joints, which are either due to 
stratification, faults or cleavage. The stone can be separated 
along these lines more easily than in any other direction ; where 
these joints are well defined, blocks of stone of suitable sizes 
can often be extracted by means of steel levers or picks. 
Where joints do not exist, or where smaller blocks are required, 
they may often be .obtained by drilling a line of holes situated 
at short and regular intervals from each, other in the required 
direction, and then placing a series of conical steel-pointed pins 
in these holes.: the rock is split in the required direction, 
by striking the pins smartly and simultaneously with hammers. 
Where marked cleavage planes exist, pieces of stone can some- 
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times, be split off by driving dry, hard, wooden pegs into the 
rock along the lines of the cleavage, the pegs may be moistened 
and so made to swell if the rock does not split easily. 

In Southern India pieces of granite are removed from the massive depo- 
sits in which it occurs by burning.- A fire is lit on the top of the stone 
and slowly moved: along the line where it is required to split the rock. A 
crack follows the line of fire, and the blocks thus split off are removed by 
levers. Sometimes it is necessary to pour water on the heated rock in order 
to make it ^lit.'but this is not always the case. All the stones required for 
the Kistna Bridge were obtained in this way. (A. W. Lushutgton.) 

The following description of the way in which the stone required for the 
Kistna Bridge was quarried is taken from " Indian En^neering '* for Aug- 
ust 25th, 1894. : 

Fires of brushwood were lighted near a likely looking edge, either natu- 
ral or artificial, where there was a step of the desired thickness. The fires 
were then gradually moved hack and back from the edge, the rate of pro- 
gression being regulated by the solid or hollow note given out by a pebble 
. held in the hand and beaten on the surface of the rock. When the crack 
was considered to have gone far enough, the flake was detached by frequent 
blows of a boulder flung down on it, or by means of a 14 Ib. sledge hammer. 
The crack resulting from the fire was usually fairly parallel to the surface j 
perhaps in a stone 3 feet long the after end might be an inch thinner than 
the forward end. The vertical joints due to the hammer were usually very 
clean and rectangular, {f. J. E, Spring.) ^ ^ 

'When pieces of stone cannot be removed by any of the 
above mentioned methods, blasting must be resorted to. The 
.process of blasting will be fully described in connection with 
road-making (see Vol. II, Part III, Road-making, section 3). 

§ 5 . Kinds or stone. — A few of the commoner kinds of stone which 
are used in building construction in India may be briefly referred to. They * 
may.be divided into the following large groups : — 

. (i) Siliceous, where silica is the principal constituent. 

(2) Argillaceous, or clayey. 

■(3) Calcareous, where- calcium carbonate predommates. 

I. Siliceous sfonej.r-*rhese -generally consist pf 'hard and durable' 
crystalline grains cemented together by some othfr matoial j and hence, if 
. they decay, it is due to the destruction of the cbmen'ting matter or to water 
‘ freezing in the pores of the stone. . 

The chief siliceous stones used in India are granite, gneiss, mica-schist, 
trap, basalt and sandstone.; . 

(a) Granite and GNSi'rr.— ^Granite and granitoid gneiss are found very 
extensively in India. In, Southern India, in Mysore, and the 
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districts of Ganjatn, Kistna, 'Nellore and Chingleput ; in the 
Bundelkand district of Central India ; in the Garo and Khasia 
Hills in Assam j in Chota Nagpur and general 1 ymtheHima> 
laya. The composition and physical characters of gneiss 
vary very much indeed in different localities ; in some parts of 
the Himalaya (Jaunsar) it is practically a hard quartzite, 
with very little or no felspar, and only mica in very small thin 
lamina ; in other parts, at lower elevations, it is of the typical 
foliated nature. In many parts of India, gneiss resembles 
true granite, very much in composition and character. 

Granite consists of quartz, mica and felspar in varying proper* 
tions, the size of the crystals of the different mineral consti- 
tuents also varies very much. The best granite is that which 
contains the most silica and the least felspar and mica. 
Silica is almost indestructible, whilst felspar disintegrates and 
mica decomposes. The felspar crystals should be well 
defined but not too large. Being very hard, granite is diffi- 
cult to work, but is extremely durable. It should be shaped 
and dressed in the quarry to reduce the cost of carriage. 

(6] Gneiss in its typical form is practically stratified granite. It is 
used in masonry and also furnishes good flag-stones for 
flooring and paving, but is as a rule less durable than granite 

(c) Mica’Sehisi generally results from the denudation of granite 

masses, it is very pronouncedly laminated and consists of 
particles of mica in a slaty matrix. It varies very much in 
hardness, composition and durability. It is very generally 
found at low elevations in the Himalayas. It is inferior In 
quality to both granite and gneiss as a building stone. 

(d) Trap and basalt both have a fine grain ; which is scarcely visi- 

ble in the last named. Trap is usually dark green, basalt 
nearly black. The former breaks up into small pieces, the 
latter into long prisms. They both yield good building stone, 
especially flags tor pavements. The bluish green varieties 
are said to be the best, they are very hard and heavy. Trap 
and basalt are found very extensively in the Deccan, Western 
India, and the Central Provinces. 

(e) Sandstoneis astratified rock consisting of grains of quartz cement- 

ed together by a matrix of silica, . alumina, or lime. It is 
strongest when the cementing material is nearly pure silica, and 
weakest when it consists of alumina. Sandstones vary from 
a strong stone, well adapted for building purposes, to a soft 
one useless in construction. A freshly fractured surface of 
good sandstone is characterized by the sharpness and angu- 
larity "of. the grains, the small proportion of - cement and a 
clear shining and translucent surface. Rounded grains and 
a dull surface show little durability. Colour is no guide to 
quality. Good sandstone should not weigh less than t3oIb 
per cubic foot, or absorb more, than 5 per cent of its own 
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weight of water, and should only slightly effervesce when 
moistened with a dilute solution of hydrochloric acid. Sand- 
stone resists the action of fire. Being porous it suffers by the 
expansion of absorbed water in freezing, if laid on edge ; but if 
proper precautions are taken (see § i, page 4), no harm will 
result. Durable sandstones form very good building mate- 
rials, and they are, as a rule, easily worked. Sandstones well 
adapted for building purposes are largely distributed over 
India. They abound in both the Vindhyan and Gondwana 
series of rocks, and are also found in Hazaribagh and Ranchi 
(Chota Nagpur), Jabalpur and Cuttack. The sandstones 
found in the Siwaliks and Nahan hills are, with the exception 
of the lower beds, too soft for building purposes. 

2. Argillaceous stones ; — Clay-slate or Slate, as it is commonly called, is 
the only stone of this group which is of importance in building construction. 
It is a very hard and dense stratified rock, laminated at a large angle with 
the layers of stratification. Its colour varies from bluish-grey to purple. 
The qualities of good slate are compactness, smoothness, uniformity of 
texture, clear dark colour, lustre, and a ringing sound when struck. The 
majority of the Indian varieties of slate are characterized by the nearly total 
absence of cleavage planes which are so well defined in European 
varieties, and they cannot as a rule, in consequence, be split into very thin 
slabs of any size. They are fissile, but the planes in which they split corre- 
spond with those of laminatidn. Slate when procurable is eminently suited 
for roofing and flooring. 

3. Calcareous stones. — Under this head Limestone naturally falls. A good 
limestone should be compact, for if porous, it will disintegrate through the 
direct action of the atmosphere ; or through the moisture it holds expand- 
ing on freezing. It is easy to cut and shape, but generally weathers badly 
especially In an acid atmosphere. That containing a small percentage of 
silica is the best. The weight should , be 140 ffis. per cubic foot. The more 
crystalline limestones and those containing- a higher percentage of mag- 
nesium carbonate are the best {A', G. Hobart-Hamfiden.) 

To the stones mentioned above we must add Laterite^ which is a term 
applied generically to a group- of tertiary rocks which occupy an import- 
ant position ’in the superficial Geology of India. 'They vary very much in 
composition, but th& ferruginous element is common, to all varieties. As 
a building stone laterite is easily worked, hardens on exposure, while some 
varieties wear well. 

Boulders, — In submontane districts it is often necessary to construct 
buildings of boulders. If this is the case, in order to obtain strong walls, 

it is necessary that the masons should chip. tl« boulderi sufficiently to allow 

the mortar to g[et a good hold of them. ."When-hrolien across and their 
flat surfaces laid upwards a good strong flooring ' can be made of- 
boulders set in lime mortar. 

V. Balt. Economic Geolog)- of India, iBSi, yagea 549 and 550 
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§ 6. Bombay PRSsiDHitcY— Distribution" of ike more common Building 
stones used in Forest svorks . — In Sind, the ordinary material used in the 
construction of temporary buildings is sun-dried bricks, which, owing to the 
absence of rain, last for a long time. Burnt bricks arc used for .permanent 
structures. In Kathiawar, limestone is chiefly' used, but where trap 
is found it is also used. All buildings arc constructed with lime mortar ns 
lime is very cheap. 

Guaerat . — In Ahmedabad, ICaira, Broach, and the greater part of 
Surat, all permanent works arc constructed of burnt bricks set in lime 
mortar. In parts of Surat and in the Panch Mahals, basalt is obtainable, 
and, owing to the heavy rain-fall, lime mortar is used in the construction of 
the majority of the buildings. 

Dtccan . — Basalt set in lime mortar or mud is the chief material used, 
bricks being seldom procurable. In parts of Bijapur, Kuladgi and Belgaum 
excellent sandstone is obtainable. In Bijapur itself the material used is 
amygdaloid, while in Dharwar, parts of Belgaum, and parts of Satara later- 
rite is procurable and largely used for buildings owing to the case with which 
it can be worked. (R. C. Wroughton.) 

Madras Presidency. — The principal building stone in Belkary, 
Anantapur, and parts of Cuddapah and Kumool is granitic gneiss which 
yields a very good building stone. It cleaves into slabs of varying 
thickness and can bo easily dressed with a hammer. The Cuddapah slab, 
another excellent building stone, is a metamorphosed limestone, and is 
quarried in slabs J to s inches thick, and is so flat and rcgul.ir th.it 
near the quarries native houses arc built of it without any cementing 
material whatever. Its transverse strength is much greater than that of 
granite, and it is much used for lintels over doors and windows. It is very 
hard, and is the best flooring material procurable. 

In Nellorc latcritc is much used ; it is soft when quarried and can 
easily he cut into any required shape, but hardens on exposure to the air 
and makes a very durable building stone. In Cuddapah a sandstone is 
found which can be easily worked but weathers badly. {F. A, Lodge.) 


SECTION II.--BRICKS. 

§ 7. Definition of technical terms.*— Bricks consist .of 
impure clay which is first of all specially prcpared.and.then 
moulded into definite shapes. When the moulded bricks are 
simply dried in the sun, they are called stmdried dr Kachha; 
when in addition to this they are hardened by fire they are 
called burnt or pucka, 

^ R. L. Helnlgt Depatf Caaserrator oC Foresti, Bengal, Lavret Provlncea. 
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Bricks when overburnt knd vitrified in the kiln are called 
; and when underburnt and soft they are called pild or 
amah , ' Khod or rora is the name given in Bengal fo broken 
brick, whether used in concrete or for road metalling, Pild is 
used for the foundation and casing of brick kilns and the lining 
of fiues. In Bengal it is customary to burn those bricks 
which would otherwise be wasted, in Special kilns in order to 
obtain Jhdma, 

Burnt bricks are usually divided into three classes, viz , : — 
ist class, — When of uniform size, with flat sides and well de- 
fined edges, thoroughly and equally burnt, hard and sound, 
of a deep red or copper colour, and ringing clearly when 
struck. 

and class, — When fairly well burnt, and ringing clearly when 
struck, but somewhat uneven in shape and partly vitrified. 
^rd c/flM.—When either Jhdma or pild. 

First class bricks should not absorb more that of their 
weight of water. 

'§ 8. Earth which is composed of clay and sand with a small 
proportion of other mineral substances, such as lime, magnesia^ 
and iron, is suitable for making bricks. Clay is an impure silicate 
of alumina. Sand, if pure, consists of silica only ; it is, however, 
generally coloured by some mineral matter, very often a salt of 
iron, A good brick earth should contain sufficient flux (a sub- 
stance which has the power of promoting fusion}^ to fuse jts 
constituents at a furnace heat, but not so. much as to ihak'e thb 
bricks melt at this heat, run' together and become vitrifiedi The 
best brick earth contains |ths of silica, -^th alumina and ‘^tli of 
iron, lime, magnesia, manganese, soda and potash. Cheriiical 
analyses are not so useful as they might be in deterniiniitig tlite 
value of an earth for brick making, as they do not 'ordinarily 
.■show the difference between the silica which e'Kists ah sand arid 
■that combined with alumina as clay. An earth which contains 
one part of sand, three parts of clay, and one part of othbr 
mineral substances wilkihake very .good bricks, whereas bricks 
of fairly'good quality ■can-' be made' from earths containing as 
much as |ths by weight of sand. 
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Clay in excess-renders bricks liable to crack in drying and 
to be imperfectly burnt. Sand in excess renders the bricks 
liable to fuse (t. become vitrified) in burning. Lime in 
excess will cause the bricks to melt in the kiln and lose their 
shape. Lumps of limestone in brick earth are very injurious, 
as they swell in burning and crack the bricks ; furthermore, the 
limestone is turned into quick-lime in the process of burning, 
and this slakes directly the bricks are wetted or exposed to 
the weather. Organic matter should also be carefully excluded 
as, if not completely burnt in the kiln, and it rarely is, it 
exudes soluble compounds which discolour plastering. 

The red or copper colour of bricks is due to the presence of 
iron in the brick earth. 

The best way to ascertain the suitability of an earth for brick- 
making is to make a few small bricks and to burn them in the 
fire, taking care to protect them from actual contact with the 
fuel. An examination of the resulting bricks will give a good 
idea of the quality of the brick earth. The suitability of earth 
for brick-making cannot be satisfactorily determined by mere 
inspection. Another way is to work up the earth to the con- 
sistency required for moulding and then test it by hand pressure. 
If there is too much clay, it will adhere to the fingers, but if 
suitable for brick-making, it will leave them clean. 

In Madras, balls of brick earth^ of different admixtures are 
made and exposed to the sun for three or four days, those 
which crack least and bind most are used for brick-making. It 
is often advisable to mix two or three kinds of earth so as to 
obtain a mixture suitable for making bricks. In places where 
the proportion of clay is too large, the addition of sand will 
materially improve the quality of the bricks obtained. Reh 
•soils ate utterly unsuitable for brick-making. 

Fairly good bricks may be made of blaclt cotton soil mixed with coal 
ashes. Eighty measures of this soil are put into a tank and watered 
copiously until it is in the form of a slip containing some kankar. The slip 


^ A. W, Lushlsgtoa, Madrai Freildeocf. 
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is then run through a sieve into settling tanks, where it is mixed with go 
measures ol well burnt coal ashes and ground to pass through a sieve 36 
meshes per square inch. This process separates the kankar. When the 
ashes and slip are thoroughly incorporated the mud is allowed to settle, 
the water drawn off, and when the mud is dry enough, bricks are made of it 
and pressed in screw presses. The average breaking weight of these bricks 
loaded in an hydraulic press on end is 10*5 cwt. per square inch. To 
burn from 10 to ii thousand bricks 9® X 4 ^" X aj® in a kiln it requires doo 
to 630 c. ft. of green wood, measured in the stack. These bricks have been 
made at Warora, where coal ashes can be obtained. (^A. E. Lowrie.") 

A mechanical analysis of brick (or other) earth which is 
sufficient for the present purpose may be made as follows* 

Take a certain weight of the earth, powder it and place it in a receptacle 
full of water ; stir the water and then let the mud settle. When the water has 
become clear, pour it off. Repeat this operation half a dozen times with plenty 
of water. Then dry and weigh the residue. The difference between the 
weight now found and the original weight is the weight of lime which has 
been dissolved. (N. B. — Hot water with a little acid hastens this operation). 
Put the residue back into the receptacle, add water and stir, pour ofi the 
muddy water and repeat this operation till the water remains clear. The 
residue will be sand, the clay hawng been removed in suspension. 

§ 9 . Preparation of brick EARTH.—The surface of the 
soil from which the clay is to be obtained is first stripped off. 
The sub'soil is then dug up and all stones, roots, and objec- 
tionable organic matter carefully removed. The clay is then 
carefully and thoroughly tempered. The process of tempering 
consists of digging the brick earth over and adding water 
until it is reduced to a homogeneous consistency and -no 
lumps are perceptible. The* earth should be worked for two 
or three days, and during that time will absorb abo'iit'half it^ ' 
bulk of w’ater. 

-When practicable the earth should be' dug u^ and left 
exposed to the action of the atmosphere for two or three’ 
months, before being tempered ahd moulded into bricks,'ho 'ki' 
to allow of its becoming thoroughly disintegrated. In prd,er to 
ensure this, it should be spread out in a fairly ..thin ' layer and 
turned over occasionally so as to expose all parts of it equally to 
the air. 


> F. A, Lodge, Madrai PresIdenQr, 
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When a large number of bricks are to be made, a pugmill is usually 
employed for the tempering of the brick earth, and in this case the 
sub-soil is dug up before the rains, and allowed to weather throughout 
the whole period of the monsoon. At the close of the rains when brick- 
making commences, it is again dug up, placed on level ground and worked 
with hoes for two or three days. On the day before the manufacture of bricks 
begins, as much of this soil as is reqmrcd for one day’s consumption is well 
watered and hoed up. The next day'thc soil so prepared is placed in the 
pugmill and on issuing from it the brick earth is ready for the moulder. 

The mill in which the brick earth is tempered consists of a conical vessel 
of wought iron' 3 feet 6 inches high, sunk ej feet into the earth. It is 
provided with a vertical revolving shaft to which are attached cutting 
knives. The knives arc fixed at right angles to the vertical shaft and 
their blades inclined at an angle of 45“ to the vertical, so that the clay, 
besides being cut up and the lumps contained in it broken, is gradually 
forced out of an aperture .it the base of the mill. The pugmill when full can 
be easily turned by a pair of bullocks. Brick earth after being tempered 
should neither be too stiff .nor too loose. If it is too stiff the resulting 
bricks will crack in drying, it too loose (which would result from too large a 
proportion of sand), they will fuse in burning. 

§ 10 . Moulding bricks.— After the brick earth has been 
properly tempered, the next thing to be done is to mould it into 
the required shape. The moulds used in different localities 
vary slightly in form. A mould consists essentially of a wooden 
frame rectangular in section, two sides of ivhich projedtto form 
handles. Thin strips of hoop iron arc screwed on to the edges 
of the frame to prevent their being worn out quickly. 


I Memotandum on the lyitem ct hrlck-maklae at Akra,— Bee^al Secretariat fiess, iSSt, 
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Figure 2 tsa dimensioned sketch of a brick mould os used in the Dehro 
Dthi district. 



Fig. 3. 





Figure 3 shows a block on which bricks aremottlded. The edges of the 
mould and block ate bound with a thin iron- strap screwed on to the wood. 
The projection a forms the frog of the brick. 

The mould should be made of some hard tough wood 
which seasons well and does not warp or change its form, such 
as sissoo {Dalbergta Sissoo) and should be made from 
{Rankine) to tV — -^^{Roorkee Treatite) larger than the required 
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size of the burnt brick. A mould I2$x6x2| inches Avill give 
a burnt brick inches. Bricks of the ordinary 

English size (8f x 4i x 2^ inches) are now coming into general 
use in India. 

The greatest shrinkage in bricks occurs during the process 
of drying preparatory to being burnt. Bricks shrink very little 
during the process of burning. The amount of shrinkage 
depends upon the wetness of the brick earth and also upon the 
proportion of clay that it contains.* 

The mould and the block may be made in two separate 
pieces as shown in figures 2 and 3, or may be made in one piece. 

In Bengal, brick moulds are made of wrought iron ^ tbs of an inch thick. 
Their inside dimensions are loi’x Si*X 3 J-*', the size of the burnt bricks being 
94" X 4^* xaj*'. The heads of the mould arc made of the best plate iron, 
bent at right angles to form the joint. The joints arc rivetted. The cars of 
the mould project jths of an inch. The strike used with these moulds is 
of wood. (R, L. Heinig,) 

The bricks may be moulded on the ground or upon a block of 
wood, the bottom of which is cut to fit the mould ; there is a 
raised projection on the block which forms the indentation or 
frog, in the bottom of the brick. The mould, before being 
used, is either sprinkled w'ith sand, or placed in water, so as to 
prevent the brick earth from sticking to it. After this has been 
done, a lump of well tempered brick earth is thrown forcibly 
into the mould so as to fill it completely ; the brick earth should 
be thoroughly pressed into the corners of the mould so as to 
completely fill them. The superfluous earth is removed by 
means of a metal straight-edge, called a strike, or with a piece of 
wire. 

The clay which is thrown into the mould should be in a 
plastic state so as to accommodate itself to the shape of the 
mould, and must neither be too dry nor too wet ; if too dry, it 
will not fill the mould properly, and if too wet, the brick may 
lose its shape while drying. 

If the bricks are moulded on the ground, the latter, after 
it has been levelled, must be well sanded. When a brick 
has been moulded, the mould is gently lifted up leaving the 
brick on the ground. The same process is repeated- with each 

* R. H. Hodges, P, W, D, (Ralln-ajr eonetractioo braneh]. 



BRICKS, 


»7 

brick, the mould being moved each time a few inches to one side. 
The moulding of bricks on the ground cannot be recommended. 

When the bricks are moulded on a block, the moulder, 
after removing the superfluous clay with the strike and 
smoothing the surface of the brick, turns the mould over on 
its side and places a piece of thin plank called the pallette 
hoard on the under side of the brick. Supporting the pallette 
board with one hand, the moulder turns the mould upright again 
and places it on a table on one side of the block. He then lifts 
the mould carefully, leaving the moulded brick upon the 
pallette board. 

When the bricks are removed to the drying ground, a 
second pallette board is placed on the upper surface of the 
brick, which is then lifted between both boards and placed on 
edge, on the drying ground. The pallette boards are then 
removed. Bricks cannot be made in rainy weather. 

• § II. Process of drying bricks.— As soon as the bricks 
are sufficiently firm to allow of their being handled, they are 
removed to the drying ground, and placed in loose stacks so 
as to allow the air to circulate freely and equally around them. 
The ground on which the bricks are placed should be sanded 
and raised slightly so as to be out of reach of rain-water. 
Bricks take about 8 days to dry in the cold and about 3 in 
the hot weather. Shelters of bamboo and grass should be 
provided for use in case of rain, as a sundried brick when 
once thoroughly soaked will be useless although it may have 
retained its shape and become dry again! ' The bricks should 
not be allowed to dry too quickly ; in the Madras Presidency it 
is customary to use a light thatching of straw to protect the 
moulded bricks from the sun as well as from the rain. ’ 

When a large number of bricks are to be made, the drying ground 
may be first prepared by the formation of raised banks called hacks, well 
trodden, rolled, neatly dressed, and then strewn with .'fine sard or ashes. 
The hacks should run in parallel rows about 6 feet apart. ‘ They are 3^ feet 
wide at the base, 2^ feet at the top and 6 inches high. When rain falls, 
the upper layers of the bricks on the hacks are protected by ma,tting or 
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grass shades, while the raised banks protedt the lower layers from injury by 
the accumulation of water. The moulded .bricks are placed in two vertical 
series up to a height of 6 rows, one above the other, and left for two or three 
daysuntilsufficiently hard to be handled. They are then opened out so as 
to-leave inches space between the' bricks in order that they .may dry 
rapidly by the free circulation of air. When thoroughly dry the bricks are 
removed to the clamp or kiln. [R. L. Heinig). 

The greatest shrinkage in bricks occurs during. the process 
of drying, during the burning they shrink but little. The 
amount of shrinkage depends chiefly upon the proportion of 
clay in the brick earth and on the amount of water added 
during the process of tempering {R, N. Hodges^ Public Works 
Department'). 

§ 12 . Burning. — When a sufficient number of bricks have 
been moulded and sundried, they should be burnt. ‘ Bricks 
may be burnt either in a kiln or a clamp. , 

The Indian clamp is an arrangement for burning bricks in 
the open air and is chiefly used in Northern India and the 
Punjab. In a clamp, the bricks and fuel are laid in alternate 
layers, the former in courses of five or six bricks, the latter in 
layers of from 2^ to 3 feet in thickness. 

The plan of the clamp is usually triangular. The floor is 
a plane surface which is usually inclined at an angle of about 
15® with the horizon. The lowest point of the base of the ■ 
clamp is one of the' angular points of the triangular>shaped 
floor. The clamp is lighted at the lowest point of the base 
and the Are is led up through the different layers in the clamp. 
The object to be aimed at in burning bricks is to heat the bricks 
equally all through the clamp, though in practice it is rarely 
possible to attain this end completely. 
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Fig. 4. 
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Figure No. 4 shows a vertical section through a brich clamp which is 
partly burnt, i, j. j, and J arc layers of fuels t is feet thick, the others 
aft each 3 feet thick, a, 4, 6 are layers of bricks, a is feet thick, the 
other two 'Ore 3 feet thick. The layers of fuel and brick were originally in- 
clined at an angle of 20 degrees with the horison. 

The Measurements given above were token from a brick clamp at Dehra 
Diln. 


■ The fuel generally used in Indian clamps consists of manure 
{khdtl), dried cowdung (tipla), litter and miscellaneous town 
sweepings [kdra), sometimes a little wood is used in the lower 
layers. The fuel. described above burns more slowly and evenly 
than wood by itself, and is for this reason considered preferable, 
so far as the clamfi method of brick-burning is concerned. 
Wood is said to burn too quickly, with the result that the bricks 
are very unequally burnt ; consequently a clamp is not gene- 
rally suitable for works under construction out in the forest. 

, The end of the clamp (A B, figure 4) which is furthest removed 
from the point at which the kiln is lit, is nearly vertical. .• Tht'" 
thickness of the layers of fuel diminishes slightly towards the top 
of' the clamp, the upper layer is li feet thick and covered with 
ashes to keep in the heat, The sides of the kiln are usually 
closed by rubbish, but the upper end (AB) should be perfectly 
open. 

Burnt bricks may be removed from the lower part of the kiln 
as soon as they are cool enough to handle, if they are wanted. 

If the bricks arc not wanted immediately, the clamp is allowed 
to burn out and the bricks are removed as they arc sold. 
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The cost of moulding and • stacking bricks in clamps varies 
with the locality j in Dehra the cost is Rs. 2, in the Kistna 
District, Madars, from Re. 1-4 to Rs. 2-8 per thousand. In 
this method of burning bricks there is considerable loss, as 
many bricks are broken or bent by unequal sinking in the 
kiln, as the fuel is consumed. Some of the bricks are over- 
burnt and usually a considerable proportion are under-burnt ; 
many are bent, probably partly owing to their being put in the 
kiln before they are properly dry. These irregularities in burn- 
ing are due to the unequal distribution of heat through the 
clamp; and are especially noticeable in the case of large 
clamps. 

§ 13 . The English clamp consists of a stack of ya 7 o 
(sundried) bricks, built over a system of flues, roughly formed 
and leading through the clamp from the fire-holes at which the 
fuel is introduced. 

In England, hreeze (small ashes and cinders) is introduced 
between the different layers ol bricks, and the fire-holes in 
which are the faggots used for lighting the kiln are very small. 
In India, however, coal is very rarely (in forest works) obtain- 
able, and wood fuel is almost exclusively used ; in this case no 
fuel is placed between the different layers of bricks, and the 
flues and fire-holes arc made very much larger and are kept 
full of fuel until the stack of bricks is burnt right through. 

The method of arranging the bricks in the English clamp is 
called setting, and must be very carefully done, so as to .allow 
of the bricks in the clamp being heated as equally as possible. 
The following description of setting the bricks in an English 
clamp is adapted from the Roorkec Treatise on Civil Engineer- 
ing in India, Vol. I, page 44 (3rd edition, 1878) : — “The bottom ” 
“ of the clamp is laid in regular rows of two or three bricks wide " 
“ with an interval of two bricks between each, and these rows “ 
“ form, when built up, so many walls extending lengthwise of “ 
“ the clamp and running right through it, They are built at “ 
“least 6 or 8 courses high, so as to give the stack of bricks” 
“ the appearance shown in the figure (fig. 5),” 
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Fig. 5. 



I'tg. S »'•* «>» elevation of an English kiln, to show the method in 
•which the bricks are set so as to form the flues c. c. c. After ike 
flues are made, the bricks are laid in courses alternately lengthwise a. and 
endwise b., the dark thick lines are spaces left between the bricks to allow 
the heated air and flames to pass up between the bricks,— {From the Roorkee 
Treatise on Civil Engineering in India.) 

These rows of bricks form the flue walls and are con-” 
“structed of sundried bricks. The intervals between the” 
“walls are laid first with shavings or brushwood, or any-” 
“thing that will kindle easily, then with larger brushwood ” 
“ cut into short lengths, so that it may pack in a compact " 
“ manner, and lastly, with logs of split wood. This done, “ 
“ the overspanning or formation of the arches over the open- ” 
“ ings between the walls of bricks is commenced. For this" 
" purpose every course of bricks is made to extend 1 4 inches " 
“ beyond the course immediately below it for 5 courses in " 
" height, taking care to kack up, i.e. fill up with bricks against ” 
“the over-spanners. An equal number of courses on the” 
“ opposite side of the arch is then set in the same way, and ” 
“ thus the arch is formed. The arches must be carefully con- ” 
“structedas if they fall in, the fire may be extinguished,” 
“or many of the bricks above the arch broken. The in-” 
" termediate spaces between the arches are then filled up so ” 
“ as to bring the whole upper surface of the clamp to the same ” 
“ level, and then the setting of the kiln proceeds regularly ” 
“until it attains its full height. In setting the bricks in the ” 
“ clamp not only in its body but in the arches also, the ends ” 
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•“ of the bricks touch, each other, but narrow spaces are left ” 
“between the sides of every brick for the fire to play” 
“ through. This is done by placing the bricks on their edges, ” 
“ following what is called by brick-makers the rule of “ three " 
“ upon three ” and reversing the direction of each course as ’’ 
“ shown in fig. 6.” 


Fig. 6. 
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Pig, 6 is an deviation to shov in detail how the alternate courses of 
bricks are arranged in an English kiln or ' damp', .i. a. a. arc bricks laid 
lengthwise in one course, while in the next course, the bricks are arranged 
endwise as h.h.h., the dark portions C.C.C. represent spaces between the 
bricks, — (From the Roorkee Treatise on Civil Engineering in India,) 


“ The clamp being completed the top course is laid with ” 
“flat bricks so disposed that one brick covers part of three " 
“ others." 


The clamps which Forest officers may require to make will 
generally be small and the flues should be arranged crosswise 
instead of lengthwise, so as to ensure a more equal burning. 

The arched spaces formed when the bricks are set in the 
clamp serve as flues, m which the fuel is placed. The fuel can 
be pushed in from either side, of the clamp. The fuel used is 
generally wood, and; if possible hard wood, such as that yielded 
by s&l '(Shorca robusia), babfi! {Acacia qrabieo), sissoo (Dalber- 
gia i'wjoo), khair (Acacia Catechu) and other trees of a similar 
structure, should be. us.ed. . In South India* the best wood 
for .brick burning is said to be Tamarind (Tamarindus indica)* 
\Vhich is preferred to. any of those mentioned above.- The 


* A. W. LnshlRgtOD. 

* Vcro&colar Imli. 
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flues are then filled with wood and lighted and are at first 
allowed to smoulder rather than burn ; this gradually causes the 
moisture in the kiln to' evaporate. When the colour' of the 
smoke given dfi changes froni a light to a dark colour, the 
fires should be allowed to burn up briskly. The rate of burning 
may be regulated by partially stopping or opening the fire- 
holes, or by covering up the top of the clamp, as required, 
with ashes or earth. The progress of the burning of the clamp 
can only be seen at night. The fires arc kept up until the 
top -layer of bricks is thoroughly burnt. The fire-holes are then 
closed and the clamp allowed to cool very gradually. When 
thoroughly cool the bricks can be removed and sorted. 

In the Darjeeling district the ordinary method of burning bricks in 
clamps is as follows. The sundried bi icks arc stacked as described above, 
and the outside of ti.e stack of sundried bricks is covered with a layer of 
clay. The top of the stack of bricks is covered with a layer of dry leaves 
and earth. The fires arc lit in the flues, wood being generally used, and 
the fires are kept up in the m-mner described above. When the fire has 
reached the top layer of bricks and has burnt through this layer, the dry 
lc.ivcs arc lit, and in burning give of! smoke, the fires are kept up for a 
short time longer to ensure the upper layer being properly burnt and are 
then allowed to go out by stopping the supply of fuel and closing tlic 
fire-holes. The ends and sides of the clamp arc smeared with clay in order 
to keep in the heat as much as possible. 

§ 14. The English brick kiln,— -The form of kiln which 
is ordinarily used where only a small number of bricks are 
required is known as i/ie English kiln. It consists of a rectan- 
gular building, open at the top, and having wide doorways at 
the either end. The side walls are often built of old bricks set in 
clay. Several openings are left in these walls opposite to each 
other to serve as fire-holes. The top of the kiln may have a 
temporary .covering to protect the bricks from the weather. 
The arrangement of the bricks in the kiln is the-samc as has 
been already described in connection with the English clamp 
(see pages 20 to* 22). When the kiln is filled, the end door- 
ways through which the bricks are brought into the kiln are 
bricked up and the fires in the flues lit, The process of burn- 
ing is regulated as in- the case of the English clamp. A kiln. 



24 


BUILDING MATERIALS. 


6o ft. long, II ft. wide and la ft. high’- .(internal measure- 
ments) will contain about 80,000 bricks. The fire-holes should 
be 3 ft. apart. The bricks in the centre of the kiln ate 
generally well burnt, Those at the bottom will probably be 
very hard and partially vitrified, while those at the top of the 
kiln will be insufficiently burnt. 

Where large quantities of bricks are required— the following 
advantages are claimed for kiln-burnt bricks : — 

(i) The bricks are more uniform in quality. 

{2) The sundried bricks need not be left so long to dry 
before they are placed in the kiln. 

{3) The percentage of properly burnt bricks is much 
larger, 

(4) There is a saving of time, which counterbalances 
the increased consumption of fuel. 

Where large quantities of bricks are required Bull’s 
trench kilns are very generally used in India, as they not 
only effect a very considerable saving in fuel, but also turn out 
a very much larger percentage, often as much as 80 per cent, 
of well burnt bricks. The principle of construction and 
method of working of these kilns are given in Appendix 
No. I. 

S 15 . Characteristics of good bricks.— T he qualities 

of burnt bricks may be considered under the following heads’ : 

(i) Degree of burning.— k well burnt brick will neither be 
brittle nor absorb much water, and will stand under water 
without harm for any length of time. An overburnt brick is 
brittle, and an underburnt one is affected by exposure to the 
atmosphere, and under water (as in the pier of a bridge) simply 
disintegrates. 

' (a) Freedom from flam and lumps.— Goai. building bricks 
should be free from cracks, flaws, stones or lumps of any kind. 
Lumps of lime are specially dangerous. 

LonaoTrtSg*" page 99 Edition). Rivinuton-,, 

» Notes on Bonding ConsttucUon, Part HI. Maletlals. pages iic and its (and Edition). 
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(3) Shape and Surface . — Bricks of good quality should be 
regular in shape and uniform in size. Their edges should be 

. square, straight and sharply defined, and their surfaces even, 
neither hollow nor too smooth. 

(4) Absorption of water. — The proportion, by weight, of 
water absorbed by a brick is a very good indication of its qual- 
ity. Unburnt bricks absorb a large proportion of water and are 
in consequence not durable when exposed to the air. The 
average absorption of, water by bricks is about ^th of their 
weight. Highly vitrified, that is, overburnt, bricks only absorb 
■j^^th to -jJj^th of their weight of water. 

(5) Texture.— A thoroughly burnt brick will emit a metallic 
ring when strfick against another brick; unburnt, insufficiently 
burnt, and unsound bricks do not ring. Overburnt bricks also 
emit a metallic ring. Bricks should be so hard that the finger 
nail is unable to scratch or make a mark on them,* 

(6) Colour . — The colour of bricks depends upon the chemi- 
cal composition of the brick earth used and the degree of burn- 
ing to which they have been subjected, .f iron were entirely 
absent, the bricks would be nearly white. Iron produces a light 
yellow, orange or red colour according to the quantity in which 
it is present. Bricks of a deep red colour arc usually good ; 
the colour should be uniform throughout. Underburnt bricks have 
usually a light red or yellowish tinge ; overburnt bricks are 
darker in colour and are more brittle than properly burnt ones. 

§ 16. Size of BRICKS.—Thc size of ordinary bricks in the 
neighbourhood of London is g inches long, 4 ^ inches wide, and 
2 ^ inches thick. 

In India the size of bricks varies considerably. The sizes 
used in Northern India by the Public Works Department are 
now — 

9 ^ X 4^ X 7,^ inches, 
and 

9 X 4^ X 2j inches. 

A very large brick is inconvenient for an ordinary n;an to grasp. 

I n order to construct good brickwork, it is important that the 
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length of each brick should just exceed twice its breadth by the 
thickness of a mortar joint, in -order that two headers 
bricks placed with their length parallel to. the thickness of the 
wall) with a mortar joint may cover one stretcher (». c., a brick 
placed with its' length parallel to the length of the wall). 

§ 17. Use of bricks,— Bricks are used chiefly in the con- 
struction of the walls of buildings, bridges and well-linings, 
and more rarely in retaining walls. They may be introduced - 
into masonry for the construction of those parts which re- 
quire more careful work, such as for arches, doorways, around 
window openings; at the corners of buildings, and also as string 
courses {i.e., carefully built courses introduced into common 
rubble masonry). They are also used in the construction of 
floors, for which purpose, if carefully laid on a good foundation, 
they are well adapted. Occasionally they have to be moulded 
into special shapes, as for example in some kinds of arches, 
and for well-linings. Where good stone is procurable, within 
a measurable distance, bricks are not used, as brick-work costs 
considerably more than the commoner kinds of masonry. 

SECTION III.— TILES. 

§ 18. Tiles are commonly used either for making roofs, for 
the construction of floors and for drains. Those used for the 
first two purposes mentioned will be considered here. Tiles 
should be made from stiffer, i.e,, purer clay than is necessary 
for the manufacture of bricks ; blue clay being especially suit-- 
able. Stiff clay suitable for tile-making is often found below 
that which is fit for brick-making. The earth from which tiles 
are made should contain no sand, ashes, straw, or other im- 
purities, and must be most carefully tempered. If the clay 
is not sufficiently stiff, the resulting tiles will be porous, light 
and brittle, and will consequently be unsuitable for the con- 
struction of roofs or floors. The kinds of tiles commonly used 
for roofing purj^ses are— (i) Pot tiles, (2) Pan tiles, {3) Flat 
tiles, (4) S tiles. 

Pot tiles are very commonly used for the construction of 
roofs. Qpe. end is slightly broader than the other as is shown 



TILES. 


27 

in figure 7, which represents the pot tile commonly made 
in the Dehra Dun District, 


Fig, 7. 



Figure 1 is a dimensioned sketch, of a pot tile. 

Pot tiles are commonly turned on a potter’s wheel. A 
hollow truncated cone of clay, of the required dimensions 
is first made. Two lines are scored down the outside of this 
tube of clay lengthwise, so as to divide into two equal portions. 

. After the tiles have been burnt they can be split along the 
scored lines by tapping them sharply with a trowel or mason’s 
axe. One tube of clay thus makes two pot tiles. The manu- 
facture of pot tiles of superior quality is described at page 
28 et seg. 

Pan tiles are flat tiles, the edges of which are slightly 
curved and bent up ; they are also used for the construc- 
tion of roofs, usually in conjunction with pot tiles. One end of 
the pan tile is broader than the other. 

Fig. 8. 



Figure 8 represents the pan Hie commonly made in thi'Dehra Ditn 
District. 
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In the Dehra Dun District the length of a pan tile is about 
8 inches, the width at the larger end is 6| inches, and at the 
smaller end 5 inches. The turned>up portions of the sides are 
about I of an inch deep. The thickness of all the tiles above 
mentioned is usually about i of an inch. Pan tiles may have 
two holes made near one end to allow of their being fastened 
to the roof timbers. 

Flat tiles are usually rectangular in shape. Those used 
for roofing purposes usually have two holes bored near one end 
to allow of their being nailed on to the roof timbers. Some- 
times the holes are omitted, and two little projections at the 
back of the tile are substituted for them. 

• Fig. 9. 



Figure g is a dimensioned sketch of a flat tile for roofing purposes, tie 
projecHonsot the hack of the tile are shown in doited lines. 

Flat tiles used for flooring, and also in the construction of 
terraced roofs are made much larger than those used in the con- 
struction of pent roofs. They are often as much as to 2 ft. 
square, and from r to 2 in. thick. 

S. tiles if sufficiently heavy, will form a good water-tight 
roof. Their shape is that of a flattened S laid on its side. The 
tiles are laid so as to overlap. The objection to them is the 
difficulty of repairing the roof if any get broken. 

§ IQ, Manufacture of tiles.— -The quality of tiles -de- 
pends very largely upon that of the clay from' which they are 
made. The tempering of the clay must be most carefully attended 
to, all hard lumps and stones being removed and the clay re- 
duced to the same consistency throughout. When the clay has 



TILES. 


29 

been thoroughly tempered it is either turned on a potter's 
wheel or moulded. In the latter case a pattern of the shape 
and size of the tile required should be given to the workmen and 
a wooden mould of the required dimensions be prepared from it. 

Fig. 10. PiQ 



Figure to shows a dimensioned plan of a mould for making pot or 
pan Hies. Scale = 

Figure it is a section through the same mould. Scale — (adapted 
from the Roorhee Treatise), 


The actual shape of the mould depends upon the surface 
dimensions of the tiles required. If flat tiles are wanted, the 
mould should be made a little larger than the actual dimensions 
of the required tiles. If pot or pan tiles are wanted, the mould 
should be dimensioned so as to make a tile of the same size as 
the pot or pan tile, as the case may be, when flattened out. 

The mould is sprinkled with wood-ashes or brick-dust to 
prevent the clay adhering to it. The tile-maker then takes a 
piece of tempered clay sufficiently large to fill the mould, throws 
it violently into the mould, and proceeds to work it thoroughly 
into the four corners. The superfluous clay is cut off by apiece 
of wire. A flat piece of wood {the strike) or a ruler is then passed 
backwards and forwards over the clay, until the surface is quite 
smooth, and the tile is lifted out of the mould by placing the 
extended hand on it. The moulded tiles are then placed in 
small heaps of about twenty. 

The above process is the same for flat, pan or pot tiles. In 
the case of pan tiles the edges of the tile are carefully turned 
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down over a rectangular block of wood. Pot tiles are given the 
required shape by being placed on a second mould (called the 
which is shown in figure 12. , 

The horse consists of a piece of wood constructed so as to* 
give the tile its required shape. The horse is first sprinkled 
with sand, the moulded tile placed on it and bent into the 



Figure is is the sketch cfa horse used for tnouUing pot tiles, 

required shape. The back of the tile is then moistened with 
water in order to allow of its being removed from the horse. 
After a period of from five or six hours, by which time the tiles 
are firm enough to be lent up against a wall without losing 
their shape, they are rehorsed, trimmed, and the ashes cleaned 
off them, and are allowed to dry for six hours more, after which 
time they are ready for burning. The moulded tiles should be 
placed in sheds to dry, in order to prevent them from crack- 
ing and losing their shape. 

Tiles are burnt in a kiln, similar to that in which bricks 
are burnt ; a few layers of bricls should be put over the {lues, 
and then the tiles to be burnt are placed on them edgeways as 
close together as possible. When the kiln is full the doorways 
are bricked up, the top covered with a loose layer of tiles, and 
the fires lighted. Tiles maybe burnt with bricks in any flame or 
trench kiln. The tiles are at first gently heated until the steam 
disappears from the top of the kiln. The flues are then filled 
with fuel and the tiles brought to a red heat. The fires are then 
allowed to burn low, no more fuel being added for six hours. 
The flues are then replenished with fuel, and the tiles raised 
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to a white heat, and kept at that temperature for six hours. The 
tires are then slackened for six hours, and raised again to a 
white heat for four hours, s The flues are then filled with fuel, 
the fire-holes stopped, and the kiln allowed to burn out. When 
cool the tiles are removed. The kilns should be sheltered to 
the windward, or the tiles on that side may be underburnt. 

One' cubic yard of well-tempered clay will make about i,ooo 
pan tiles lo^ inches long by 6^ inches wide at the larger end 
by f- inch thick. 

SECTION IV.—EARTH, GRASS AND BAMBOOS. 

§ 20. Earth is largely used in India for small or tem- 
porary constructions, especially in forest works where every- 
thing has to be built as economically as possible, and is in many 
cases of a very temporary nature. It is also largely used by the 
inhabitants of the hills and plains in the construction of their own 
houses, and they consequently thoroughly understand its use. 
Earth which is suitable for brick-making, t.e., which has a large 
proportion of clay in its composition, is best suited for the con- 
struction of walls. Practically, however, in the majority of 
cases the best earth Avhich is found near the site chosen for the 
proposed building is used, in order to save expense. 

In Central India, Pandri matti (white earth found on the 
sites of old villages or forts) — is the best earth procurable for the 
construction of earth walls, and will stand exposure to the 
weather for many years. Earth from ant-hills is recommended 
for mud plaster, as white ants are believed never to attack 
plaster prepared of this earth. (C. Bagshawc^ 

In Assam, Jkra {Saccharnm sp.}, a reed, is much used for 
the walls of temporary, forest structures, and when covered with 
sand and lime plaster in wooden panels, it makes avery^cheap 
and at the same time strong and durable wall. When Ikra is 
not procurable, split bamboo is often used instead, but is not 
so satisfactory. (A. Stnylhies.) 

In Burma, temporary buildings, such as are commonly built 
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of earth in other parts of India, would be constructed entirely of 
bamboos. 

In many parts of India temporary guards’ huts, fire patrols' 
huts and stables are built entirely of grass fastened to a wooden 
frame-work, the walls as well as the roofs being made of this 
material. 

§ 21. Earth for building purposes may be prepared in two 
ways. Water may be added to the earth until it forms a stiff 
pasty mass, and the wall constructed of large lumps of earth 
thus prepared, so that when dry, it will consolidate into one 
compact mass. Or a stiff mud may be made of the earth, and the 
wall, with the aid of rough moulds, built in layers with this 
stiff mud, well pressed down by the hands or feet. In dry 
weather, the layers soon dry sufficiently to allow of another layer 
being added. When completed the walls should be trimmed 
and plastered with clayey earth. 

Mud walling of this nature should taper slightly. The width 
of the base of a wall 8 ft, high should be 2 ^ ft. 

Walls constructed in this manner, if made of good clay in the 
dry weather, and especially if plastered or whitewashed, will 
stand a great deal of exposure to rain, 

A better way of preparing earth for the construction of 
walls is to form sun-dried bricks from the earth and to con- 
struct the walls of such bricks set in mud mortar. The bricks 
should be made to break joint one with one another, so that the 
joints between the bricks in two consecutive layers shall not 
be in one and the same vertical straight line. The entry 
of water into the top of the wall must be most carefully 
guarded against. This may be done by placing one or two 
courses of burnt bricks set in mud mortar on .the top of the 
walls. Walls constructed in any of the ways mentioned in this 
section will not bear a heavy roof. 

SECTION V.— LIME. 

§ 22> Sources of Lime. — Lime maybe obtained from kan-- 
kar, limestone, sea-shells and coral. Limestone is a term applied 
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t0‘ any stone, ■which consists chiefly of calcium' carbonate. 
Limestones differ much in chemical composition, texture, hard- 
ness, and other physical 'properties. If the limestone contains 
a large proportion of magnesium carbonate it is called dolo- 
mite ; if clay' is ‘ present in considerable quantities it is called 
marl. If the proportion of clay is excessive the limestone 
becomes useless as 'a source of lime. Iron, silica, and other 
minerals are’ usually found combined with calcium carbonate 
in limestones. 

The chief sources from which lime is obtained in India are->- 

(i} kankar, 

(2) massive limestone and deposits resulting from it, 

(3) limestone boulders, 

(4) sea-shells and coral, 

(5) incrustations of caldum carbonate. 

(i). Kankar is a concretionary form of carbonate of lime, 
usually occurring in the form of small nodules, in the alluvial de- 
posits of India, The nodules are of irregular shape, varying in 
size from half an inch to 3 or 4 inches in diameter. They are 
composed of carbonate of lime inside and a mixture of carbonate 
of lime and clay outside. Kankar is sometimes found in thick 
beds in alluvial deposits and filling up cracks in such deposits 
and in older rocks. Kankar is probably formed by deposition 
from water containing carbonate of lime in suspension or 
solution. Its composition varies very much even in the same 
deposit; it usually contains from 50 to 75 per cent, of lime, lo 
to 30 per cent, of clay, besides other minerals. The resulting 
lime necessarily varies in quality. 

• (2). Massive limestone consists of carbonate of lime in a 
more or less pure state, but differing considerably in physical 
structure. The term, so far as the production of lime is con- 
cerned, includes marble, crystalline limestones, dolomites and 
marls. . In . India the deposits of massive limestone are usually 
fairly pure and furnish lime of a good quality. Formations re- 
sulting from the denudation of these massive deposits usually 
contain lime of varying quality. 
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( 3 ). Limestone boulders At& collected in the beds 'of streams 
which rise in hills containing massive deposits of limestone. 
The ilime obtained ftom this source also is variable in quality. 

,( 4 ). Sea-shells and -wra/.— Sea-shells form the principal 
source of lime in the Madras Presidency in districts bCrdering 
on the sea, as well as in the Sunderbuns and other localities. 
The lime obtained frotn this source is usually of fine quality. 

( 5 ). Incrustations of calcium carbcnate called tufa are 
formed by the deposition of carbonate of lime from water, in 
which it has been held in suspension owing to the presence of 
carbonic acid gas. Such deposits may serve as a source of 
lime when the rocks from which they have originated contain 
too small a proportion of calcium carbonate themselves to yield 
lime, but occasionally, as at Chemar Khan (near Naini Tdl) they 
occur in large masses and yield very pure white lime. Such” 
incrustations are essentially locd in their distribution. 

'§ 23. Tests for LiMESTONE.~If dilute hydrochloric acid 
be poured upon a piece of limestone rock, a brisk effervescence 
will take place, the limestone being dissolved. The carbonate of 
calcium is converted into a chloride and carbonic acid gas given 
off. The clay and sand which may form part of limestone are 
insoluble in hydrochloric acid. The purity of the limestone 
under examination may be roughly determined by noticing 
what percentage (by weight) of the specimen is soluble in the 
' dilute acid. Limestone is a fairly soft rock and can be easily 
scratched with a knife, whereas quartz, which it sometimes 
resembles, is much heavier and harder, and cannot be scratched 
with a knife. 

The natives of the Dun are very expert at. distinguishing 
limestone pebbles from the other pebbles which are found in 
the beds of the streams. They can tell a piece of limestone by 
its weight, colour and general appearance, and if in doubt they 
strike the pebble against some other, and if a sniell like sulphur 
is emitted, they are led to conclude that the doubtful pebble 
is limestone. 

§ 24. Manufacture of lime.— Lime is produced from 
limestone and other calcareous substances by the process of 
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calcination. In this process the carbonic acid gas and water 
are driven off and an oxide of calcium, quicklime\ remains. If 
water is added to this substance a hydrous oxide is formed 
which is slaked lime. 

When lime is mixed with- a definite' volume of water it 
hardens, and is then said to set. This hardening is due to the 
absorption of carbonic acid gas to form calcium carbonate, and 
the giving off of water. Lime is said to be more or less 
hydraulic according to the extent and rapidity with which the 
paste made from quicklime or mortar, will set under water or in 
the absence of air. 

The process by which lime is obtained from limestone by 
calcination is commonly called burning. Lime may be burnt 
in — 

(1) an intermittent kilh, 

( 2 ) a continuous kiln. 

In an intermittent kiln, wood and lime are placed in alter- 
nate layers, and fire is led through the whole mass. When all the 
wood has been consumed the kiln is allowed to cool and the 
lime ‘removed. When more lime is required the whole kiln is 
refilled and the process repeated. 

In a continuous kiln, alternate layers of fuel and limestone 
are placed in position and the kiln lit from below, as the lower 
layers of fuel are consumed and the limestone converted into 
lime, the upper layers sink and more limestone and fuel are 
added at the top, while the lime and refuse is drawn off at an 
opening provided for this purpose at the base of the kiln. 
This process of replenishing the kiln can be continued as long 
as lime is required ; the fire need never be allowed to go out ; 
limestone and fuel can be added at the top of the kiln as the 
lime is withdrawn from its base. 

In Northern India the best wood fuel for lime burning is 
yielded by Sftl [Shorea robusta), Khair {Acacia Catechu), and 
species of Zizyphus. In Southern India, Tamarind {Tamarin^ 
dus indica) and Babul {Acacia arabica) are considered to be 
the best. The wood should be green, as it then burns more 
slowly. 

§ 25. Intermittent kilns.— The fuel used in India for 
lime burning depends upon the character of the source of lime 
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available. Coal or wood is generally used when massive lime- 
stone is burnt. In Madras, for burning shell-lime, charcoal, 
dried palm leaves, grass and dried cowdung are used. 

The shape of the kilns used by natives in different parts of 
India varies considerably, but they generally agree in being of 
an intermittent nature. 

The walls of the kiln should in any case be thick so as to 
prevent the radiation of heat and to obtain the greatest uniform 
heat possible with the smallest expenditure of fuel. - 

Every time before lime is burnt in an intermittent kiln the 
interior and exterior (if necessary) surfaces should be carefully 
plastered with cowdung and clay mixed, and cracks in the waill, 
if any e^fist, properly filled up. 

One native method is to burn lime without any kiln by 
placing limestone and dried cowdung in alternate layers in a 
heap, covering the heap with mud and then firing it. This is a 
very simple and cheap method where only small quantities of 
lime are required, but is at the same time a very wasteful one. 

Figures 13 and 14 show the section and plan of the common 
form of intermittent lime kiln now in use in the Dehra Diin, 


Dehra Dtin lime kiln. 
Fig. 13. 



Figure 13 shows a section through the kiln charged with limestone ond 
woed ready to be fired. 
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Fig. 14, 


A 



Figure 14 shows the plan of an emptg lime kiln. The vialls are usually 
made of boulders set in mud mortar. The base of the kiln slopes inwards. 

In- tliat District, limestone boulders are collected from 
the dry beds of streams and lime is burnt on the bank& of 
the streams in which the boulders are found. A pit is first 
dug in the bank of the required size and is so placed that such 
currents of air as exist are utilized in forming a draught to help 
the wood to burn rapidly. The base of the pit is horizontal 
where the banks are high ; but where the banks are low, the 
base usually slopes downwards from the front to the back of the 
kiln. The back of the pit is generally made wider than the' 
front. The back and sides of the pit are made vertical, lined 
with stone and often plastered with mud. Alternate layers of 
wood and stone are placed in the pit until the general level 
jof the surrounding ground is reached, and a dome«shaped heap. 
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of limestone boulders ik then placed on the top. The kiln is 
lit by placing brushwood against its outer face and setting fire 
to it. The time taken for the kiln to burn varies with its size, 
a kiln such as is shown in figures 13 and 14 takes about a week 
to burn through. If the kiln is burning too quickly, more 
limestone can be added to the heap of boulders at the top, 
and if it is burning too slowly some of the boulders can be 
taken, away from this heap. There is no other means of regu- 
lating the rate of burning. There is a considerable waste in 
this method, and the quality of the lime produced is variable, 
while a large projiortion of the stone is always very much 
under-burnt. The under-burnt stones are placed on one side 
and put into the lowest layer of a fresh kiln to ensure their 
complete calcination thb next time. 

The lime produced from the Ddn kilns is divided into three 
classes as it is taken from the kilns. The first class is pure, 
properly burnt, white lime, free from all lumps and impurities, 
and is sold in the station of Dehra for R40 per loo maunds 
at the kilns ; the second class lime is dirty in colour and con- 
tains a proportion of under-burnt stones, it is the result of the 
less pure portions of the limestone burnt and fetches R25 per 
roo maunds. The third class lime includes all the refuse lime 
of the kilns and contains a good deal of improperly burnt stone 
and' foreign matter and is generally sold miked with the second 
class lime. The prices of lime in the district are lower than 
those given above. 

§ 26. Continuous kilns.— The shape and size of conti- 
nuous, kilns vary very, much with the quantity of lime required. 
The voluine of. wood required to burn a given volume of lime is 
very much less than in the. case of intermittent kilns,, the quality, 
of, the resulting lime is better and more, uniform than that 
obtained, from an intermittent.kiln, while the volume of under- 
burnt stone is very, small. Figures 15 and 16. show the con- 
struction of,a continuous, kiln built by Mr. Philip, Mackinnon 
at Mussoorie. Mr. Mackinnon has found that 643 cubic feet of 
limestone from a massive deposit, and 410 maunds of green 
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water, and will not set hard unless exposed to the action of the 
air. 

[2) . Slightly hydraulic This results .from limestone 

containing an aggregate of 10 per cent, of impurities, the mo.st 
important of which is clay. Such a lime sets to the consistency 
of soap after total immersion in water for twenty days. 

(3) . Hydraulic lime is obtained from limestone or other 
calcareous substances containing from 12 to 20 per cent, of 
substances other than calcium carbonate. A hydraulic lime sets 
hard in six or eight days when immersed in water. 

Kankar yields hydraulic limeS| some of which are slightly, 
others eminently, hydraulic. 

§ 28. Storage of lime. — Stone lime .which is to be used in 
building construction should be slaked shortly before it is ac* 
tually used. Consequently the quicklime which is obtained from 
the kilns must be stored in covered sheds, thoroughly protected 
from the rain, and kept as dry as possible. If exposed to rain 
the quicklime will become slaked and will lose its power of set- 
ting. Even in sheds the outer portions of stone lime deteriorate 
by exposure to the moist atmosphere. 

When lime is bought from contractors, care must be taken 
to see that they do not mix any old surplus lime, which is 
partly, if not altogether slaked, with the freshly made lime they 
offer you, as this is very commonly done by them if they are 
not carefully looked after. 


§ 29 . The use of lime. — Lime enters into the composition 
of the following materials which are all in common use in the 
construction of buildings 


(1) mortar, • (4) plaster, 

(2) cement, (5) whitewash, 

(3) concrete, (6) distemper. 

Pure or fat limes are only suitable for application in thin 

layers to external surfaces, exposed to the action of air ; for, in 
order to set, they must combine with carbon dioxide and give 
up the greater part of the water which thej' contain.; and if they 
are kept moist and free from carbon dioxide they will -remain 
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soft for an indefinite period. This class of lime is consequently 
unfit for use in the interior of thick walls, in the foundations of 
buildings or under water. Pure limes dissolve freely in rain 
water, and in consequence must be protected from the weather. 

Hydraulic limes are suitable for the construction of thick 
walls, for ordinary building purposes, where they are not 
exposed immediately to the direct action of water, or where 
that action is not severe. There is less danger of unskilled 
workmen spoiling good work when using fairly hydraulic limes 
than when using eminently hydraulic limes or cements, as the 
former take a longer time to set. The power which hydraulic 
limes have of setting under water or in the absence of air is 
due to the clay which they contain. This quantity varies from 
8 to 30 per cent. 

§ 30. Composition of mortar.— Mortar consists of 
slaked stone lime and sand, or pure kankar lime mixed with 
water and brought to a pasty state. If cement is used instead of 
lime the mixture is called cement mortar. A cement mortar sets 
more quickly and is much stronger than ordinary lime mortar. 

Mortar is used in building construction to bind together 
the bricks or stones of which the walls are composed. 

Mortar is applied while in a pasty state and thus affords a 
good bed for the stones or bricks to lie on : it prevents the 
inequalities of the stones from bearing one on another, and 
helps to distribute the pressure equally. The •quality of mortar 
depends upon that of the materials used in its composition, 
the proportion of these materials and the way in which they are 
mixed. Hydraulic limes should be used for ordinary building 
purposes, but where extra strength is required cement may be 
used instead. Mortar should be ground wet. 

The loaier used should be free from mud, clay, and other 
impurities. Salt water should not be used. 

The lime used should be in a state of powder, it should be 
free from ashes and lumps of all kinds, and, if made from stone, 
must have been freshly slaked. The lime to be slaked should 
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be placed in a heap and one-third' to one-half of its volume 
of water should be added. The water and lime are then 
thoroughly mixed together and the resulting slaked lime is 
left until the next day when the process of slaking will be com- 
plete. The lime is then mixed with sand as required to form 
mortar. The time required for slaking lime depends upon its 
hydraulicity, the more hydraulic a lime is the more difficult is it 
to slake and the longer will be the time required for the process. 
Fat limes will slake in a few hours; but hydraulic limes re- 
quire from twelve to forfy-eight hours to slake, after water 
has been added to them, before they are ready for use. Lime 
sufficient for two or three days* work only should be slaked at 
one time. A pure lime requires more water than a hydraulic 
one ; a lime which has been recently burnt requires more 
water than one which has been burnt some little while. 

The sand used in making mortar may be obtained from 
pits, river beds, the seashore, or by reducing soft sandstone to 
a state of powder. It should be perfectly clean, and free from 
clay and other impurities which would prevent the lime from 
adhering to it, and its grains should be sharp and angular. 
The size of the individual grains does not, as a rule, 
affect the strength of the mortar. If very fine joints are 
required, a fine-grained sand must be used, otherwise the 
coarser-grained varieties are preferable, in that they render the 
mortar more porous and consequently better able to set. Cal- 
careous sands are better than siliceous ones. The salt present 
in sea sand attracts moisture and causes dampness .so that such 
sand, unless well washed, should not be used in the construction 
of houses. All organic matter should also be carefully separ- 
ated. Pit sand is angular, porous and has a rough . surface ; 
it however often contains clay and other impurities, but if it 
can be obtained pure, is the best sand procurable. River 
sand is not so angular or sharp as pit sand, it is generally 
freer from clay' and other impurities, and, as it is usually white 
and fine, it is suitable for plastering. Sea sand is wanting in 
angularity, attracts moisture, and should consequently be care- 
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fully washed before being mixed with lime for ordinary building 
purposes. For hydraulic works it is as good as any other, 

Preparation of sand.-^The sand should be passed through 
a screen or sieve in order to separate it from lumps and stones. 
If considerable quantities of clay or loam are mixed with the 
sand, it should be washed. This may be done by stirring it in a 
trough full of water, through which a stream of water is allowed 
to run so that the clay and other fine matter is carried away 
and the sand is left behind. 

Tests for a good sand.—K clean sand leaves no stain when 
rubbed between moistened hands, the size and angularity of the 
grains can be judged by the eye or touch, while the presence of 
salt can be detected by the taste. 

Substitutes for sand, — ^When sand cannot be obtained burnt 
clay may be used instead. The clay may be burnt in a bonfire 
of coal or wood, layers of fuel and clay being placed alternately 
and the whole mass set fire to. Only thoroughly burnt pieces of 
, clay should be used, as half-burnt pieces would injure the mortar. 
■In India, Surkhi, i,e., powdered brick, is often used as a sub- 
stitute for sand. It should only be made out of properly burnt 
bricks. These two substitutes must not be used with lime 
made from kankar as it already contains a good deal of clay 
in its composition and no more should be added. Crushed 
cinders from a coal fire or the chips from dressed stone ground 
to a powder may sometimes form good and economical substi- 
tutes for sand. 

§ 31. Proportion OF- iNbREDIENTS. — The addition of sand 
does not increase the strength (». e., the cementing power) of 
the mortar. Sand is added chiefly for the sake of economy. The 
addition of sand increases the resistance of mortar to crushing, 
as well as its porosity and cohesion, but if in excess weakens 
its tensile resistance. The presence of sand facilitates the 
process of setting, and lessens the shrinkage of mortar when 
drying and so prevents it from cracking. The strength of the 
mortar should, if practicable, be equal to that of the building 
material used. 
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In Upper India,' the usual proportions of sand and shaked lime 
in mortar are— 

I of , stone lime to 2 of sand (by volume) ; or 
1 of stone lime to i of sand and of surkhi (by volume).^ 

' If kankar lime is used, surkhi must not be added. Coarse 
sugar is often added to the water used for making mortar, when’ 
pure lime only is available, in the proportion of 1 Ib of sugar to 
8 gallons of water. Sugar must not be added to mortar made 
with kankar lime. 

The beneficial action of sugar^ is due to the greatly increased solubility 
of lime in a saccharine solution. Whilst water dissolves only i per cent, 
of lime, a moderately strong solution of sugar will dissolve as much as 3 
per cent. ; it is evident that the dessication of the sugar solution will tend to 
strengthen the mortar by allowing the lime to crystallize, besides placing it 
in a more favourable position for combination with the sand. Ulteriorly, the 
sugar becomes converted into carbonic acid and water, another circum. 
stance tending to strengthen the interior of the mortar. 

§ 32. Mixing the mortar. — Mortar for small works is 
usually mixed in shallow pits dug in the earth, which may be 
lined with brick. The ingredients of which mortar is composed 
should be thoroughly mixed in a wet state, and theoretically no 
two grains of sand should remain together without an intervening 
film of lime. In hot weather, care must be taken to prevent the 
mortar from drying too quickly. 

When a considerable quantity of mortar is required a mortar 
mill may be found economical. The mortar mill in common 
use in India is constructed as follows : a circular trough is first 
prepared in the ground of any convenient radius and lined 
with burnt bricks ; a post is firmly driven into the ground at the 
centre of the circle from which the sides of the trough w’ere 
laid out. A beam which rotates about a pin driven into the 
post is furnished with a stone wheel which revolves on its edge 
and rotates in the trough. The wheel is made to rotate in the 
trough by a pair of bullocks. The ingredients of the mortar 
are then placed in the trough and the required amount of water 

> Civil Engineering College pagen (Madrai), No. X, Part 1 , page sr, and Edition, 1877. 
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added. They ate thoroughly aad intimately mixed by the 
revolution of the wheel in the trough. 

§ S3. Application of mortar.— I n applying mortar it 
is important to thoroughly wet the materials which are to be 
joined, for if the moisture which enters into the composition of a 
hydraulic mortar is suddenly withdrawn it will not harden. Dry 
bricks and porous stone absorb a large amount of water ; so 
that if mortar be applied to the dry surfaces of such materials, 
the moisture which it contains will be sucked out and the 
mortar will crumble, whereas if the surfaces have been pre- 
viously wetted so that they cannot absorb any more water, 
the mortar will be able to set. Bricks or porous stone, such as 
sandstone, ought to be steeped in water for at least two hours 
before use, though, for a compact stone, such as granite, it is 
sufficient to wet the surface at the time of laying. The mortar 
should be mixed as stiff as it can be used without inconve- 
nience, and without incurring the danger of the joints remaining 
incompletely filled when the stones or bricks are laid. The 
mortar should be prevented from drying rapidly after it has 
been applied. For this purpose, the walls ought to be kept con- 
tinuously wet as they are being {built, and when work is left off 
for the night an edging of mortar should be made round the 
top course, say inch high, and water poured into the trough 
thus made. Where new and old work have to be joined, the 
old work should be well saturated with water for two days 
previously and the two portions of the wall properly bonded 
together. It is rare to find the above rules adhered to by 
ordinary masons. 

After a time the mortar used sets, that is, hardens. The 
process of hardening continues until the mortar has taken up as 
much carbon dioxide as it is capable of re-absorbing. The 
process of hardening is more rapid at first than afterwards, and 
consequently more water is required at this time. Hence it 
is customary to keep the walls wet in order to ensure the 
mortar setting properly, though in reality they do not dry 
completely for a long time. 
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Freshly-made mortar is liable to damage from frost, and 
should be protected from it by a layer of grass, or some other 
covering. When freezing, water has a strong tendency to 
become clear of impurities, so that ice formed from it does not 
contain particles of mortar. Collecting in crevices, the water 
becomes ice, and in expanding causes the mortar to disinte- 
grate, while the mortar being deprived of water does not set in 
a homogeneous mass. 

§ 34 . Cement.— Cements are found in nature, and may 
also be made artificially. Cements consist of a mixture of 
lime and very finely powdered clay; the constituent parts be- 
ing intricately mixed. They differ from lime, in that they 
do not slake and in that they set very much more quickly 
and become much harder. The best known artificial cement 
is Portland cement, and it contains from 72 to 77 per cent, of 
lime and from 28 to 23 per cent, of clay, 

Mortars made with cement are very much stronger and set 
very much more quickly than those made with lime. Cements 
are very much more expensive than lime and are consequently 
used only where great strength or rapidity of setting is neces- 
sary. 

§ 35 . Concrete is an artificial compound formed by 
mixing lime or cement mortar, with some hard material such 
as broken stone, gravel, pieces of broken brick or burnt clay. 
These ingredients are thoroughly mixed together so as to form a 
conglomerate. The strength of concrete depends chiefly upon 
that of the mortar used. 

It is used chiefly in strengthening the foundations of build- 
ings and in making floors and roofs. It is also used in making 
blocks of artificial stone, and sometimes for arches if more eco- 
nomical than masonry. 

The ingredients used to make the mortar should be propor- 
tioned so as to make the strongest mortar possible with the 
materials available. The aggregate, as the broken stone is 
technically called, may be of any hard substance, that can be 
easily and cheaply broken up into small pieces. If porous mate- 
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rials, such as broken brick or limestone, are used, they must 
be well wetted before they are mixed with the mortar. If a 
hard substance, such as quartzite, is used, this precaution is 
not so necessary. Angular fragments of stone are the best, 
as they, in themselves, help to bind the mass tQgether. The size 
of the stone should be as uniform as possible, and may vary 
from J inch to 2 inches in diameter according to circumstances. 

The volume of mortar to be added to any given quantity of 
stone may be determined as follows. Fill a wooden box with 
the fragments of stone (previously moistened), consolidate 
them thoroughly and fill the box with water. The volume 
•of - the water added will give the volume of the spaces left 
between the stones which must be filled with mortar. If the 
aggregate is stronger than the mortar, the smaller the volume 
of mortar added the better. For ordinary work the following 
proportions may be used 

1 part of quick'lime, -v 

2 parts of sand, > by volume. 

5 to 6 parts of aggregate, J 

A little more mortar than will exactly fill up the empty spaces 
between the stones should be added so as to make the top sur* 
face smooth and even. 

If a very strong concrete is required cement may be sub- 
stituted for lime, and in this case one part of cement should be 
added to ten parts of sand. 

§ 36. Method of mixing concrete.— The materials of 
which concrete is made may all be worked together in a dry 
state and water gradually added until the component materials 
are intricately mixed. Care should be taken that too much water 
is not added, as an excess of water would carry away some 
of the lime and finer materials with it. Or the mortar may 
be first mixed and then added to the broken stone or brick 
which should have' been previously moistened. The first me- 
thod is the one most generally adopted as it is the least ex- 
pensive of the two. 
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§ 37. Method of laying.— Concrete should be laid in 
courses of from 3 to 6 inches according to the nature of the work. 
Each course should be well rammed and consolidated before 
the next is added. The ramming should be continued until the 
concrete has partially set, i. e,, until a stick dropped oii it from 
a height will rebound. Each layer should he allowed to set 
completely before the next course is added. When a' fresh 
layer of concrete is to be added, the surface of the concrete 
already laid should be carefully swept, wetted and (if the work 
is old), roughened with a pick ; after this has been done the fresh 
layer of concrete should be added and rammed as before. A 
little extra mortar should be added to the top layer of concrete ; 
this will work through and give it a smooth flat surface. If 
thick blocks of concrete are being made they should be con- 
structed in layers, each layer being well rammed before the 
next is added, the upper surface of the block should be covered 
with sand and watered for several days in order to ensure the 
block drying uniformly throughout, and that the outer portions 
do not dry while the mortar in the interior is still in a pasty 
condition. When concrete is put down for a floor or in founda- 
tions of a structure it should be evenly spread and not thrown 
from a height, for if this be done, the heavier particles, in the 
act of falling, will become separated from the mixture. 

§ 38 . Plaster is a substance which is put on to the 
outside of buildings in order to keep the moisture from entering 
the walls and also to give them a smooth and neat-looking 
surface. Plaster is also placed on internal walls to make their 
surfaces smooth preparatory to being whitewashed, distempered 
or painted. 

In India, the composition of plaster differs from that of 
ordinary mortar only in that it contains a larger proportion of 
sand or surkhi. The ’additional sand' prevents the plaster 
from cracking while drying. The lime used should be very 
carefully slaked. Plaster is usually applied with a trowel and 
consolidated by being patted with a small wooden mallet. 

If the plaster is applied in two or more layers, the first layer 
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should be scored across with the trowel to allow the second coat 
to adhere firmly to it: hemp, chopped straw or hair, should be 
added to the first layer of plaster in order to make it adhere 
properly to the wall. 

The last layer of plaster is smoothened with a board : the sur- 
face maybe made still smoother by the addition of a mixture of 
very fine lime and sand. In Madras the last layer of fine lime 
and sand is ground by hand between two stones, applied in a 
thin layer and smoothed off with a polished pebble. 

The surface to be plastered should be well cleaned, but the 
mortar joints should be left rough in order to give a belter hold 
to the plaster. 

Fresh water and fresh water sand must be used in making 
plaster, for if salt water is used the walls will be permanently 
damp. 

§ 39 . Whitewash is a thin solution of slaked lime, to 
which some ingredient, such as gum, size, or rice water is added 
in order to make it adhere to the wall or other surface to which 
it is applied. Where size or rice water are used they arc 
added to the slaked lime ; when gum is used it is dissolved in a 
small quantity of water and added to the solution of lime. 

Onc>and>a>half seers of stone lime and *05 chittaks^ of gum 
mixed with water until its consistency is such that it will not 
immediately drop from a brush dipped into it, will be sufficient 
for 100 square feet of wall surface. Size is made by melting 
itb of good glue in a gallon of hot water. 

Whitewash made from fresh lime adheres better than that 
made from old lime. 

If common salt (sodium chloride) be added to the lime in 
the proportion of i of the former to 3 of the latter,* by weight, 
a hard surface tvhich cannot be removed by scrubbing, and is 
said to withstand a heavy downpour of rain, will be obtained. 

The surface to be whitewashed should be well cleaned and 
smoothened before the solution is applied. If an old wall is to 

1 1 chlUnk e. ]|f onnee*. aiv, 

■ Inillan Engloccrlnj;. 3rd Nurcmlxr iBj^. 
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be whitewashed, the former coat of whitewash should be scraped 
off before the new coat is applied. Whitewash should be 
applied with a soft brush or bundle of rags. If more than one 
coat is applied, the first must be allowed to dry before the 
second coat is added. 

Whitewash forms a cheap and clean covering to a wall, and 
is to be recommended on sanitary grounds. It does not adhere 
easily to a smooth or non-porous surface. 

§ 40. Distemper. — Wliitewashed or plastered walls may 
be tinted by applying colouring matter dissolved in water to 
which siee has been added ; this mixture is called distemper. 
If the colour is too dark a little slaked lime may be added. 

Whiting (powdered chalk) and colouring matters form the 
base of distemper. One quart of size in the consistency of weak 
jelly should be added to 6IB of whiting, and the colouring matter 
which is to he used and the mixture strained. The mixture is 
dilated with water before use until it has the same consistency 
as whitewash. 

In India, the colouring matter is commonly added directly to 
the last coat of whitewash which is applied to the wall. The 
colouring matters most commonly used* in 'Northern India 
are red and yellow ochre ; indigo, sulphate of copper [Nila- 
tutya) for blue colours; a red earth called {Hirmei) and 
orpiment {Hartal) for yellow shades. 

SECTION VI,— TIMBER. 

§ 4l. Nature of wood. — ^The term timber includes all 
kinds of wood which are used for technical purposes. Wood is 
the substance which forms the principal part of the roots, trunk, 
and branches of trees and shrubs. 

Woods differ in strength, hardness, durability, appearance 
and weight, and consequently in their fitness foc'the various 
purposes for which they may be required. 

t Udotkee Treatise of CWI Englnterinj In India. Vol.l, page ais (jrd Edition, 187S), 
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If the stem of a tree is cut across, we shall see, in many cases, 
a number of concentric layers or rings ; in some species these 
are very distinct, in others they are almost, if not entirely, absent. 
As a rule, each layer represents the growth of one year, but 
this is not always certain. The thickness of the different layers 
vary owing to differences in the amount of nourishment received, 
the climate of each year, and the prevailing winds. The thick- 
ness of the same layer at different parts of the stem also 
varies ; the thickness of these layers depend upon the rate 
of growth of the tree. The innermost part of the stem of the tree 
is called the pith, and in mature timber-producing trees occupic.s 
a very small proportion of the stem. The portion of the stem 
which surrounds the pith is the hardest and most durable por- 
tion and is known as heartwood ; it consists of dead cells, 
i'.ft, cells which have thickened walls, which contain no food 
materials and which have ceased to take an active part in the 
increase in size of the tree. The outer portion of the stem con- 
sists of still living cells, and is called sapioood ; it is covered in 
its turn by the hark. This term includes all the tissues which 
form the external protective covering of the stem of the tree. 
The sap'Jiood is usually lighter in colour and softer than the 
heartwood ; it is not so durable, and is especially liable, owing 
to the food material contained in its cells, to be attacked by the 
larvae of insects as well as the spores of fungi. 

Strands of cellular tissue extend, in some trees, from the pith 
or heartwood outwards towards the bark ; these strands consti- 
tute the medullary rays of the botanist, and the silver grain of 
the carpenter. The breadth and height of medullary rays is 
very small as compared with their length ; the height is usually 
greater than the width. Some of them extend from the centre 
of the tree to the circumference, others begin in the heartwood, 
and extend for varying 'distances towards the bark. 

The proportion of the heartwood to the sapwood varies much 
with the age and species of the tree, and also with the locality 
in the same species, A young tree will have proportionately 
more sapwood than an old and mature one of the same species. 
The proportion of the sapwood also depends upon the situa- 



BUILDING MATERIALS. 


53 

tion of the tree, its rate of growth, and the nature of the soil. 
Mature t^ees, i.e., trees which have nearly completed their 
growth in height and have fully developed vigorous crowns, 
will produce timber of the best quality. Over-mature or under- 
mature trees do not yield timber of such good quality as that 
obtained from mature trees. The timber obtained from a tree 
which has formed annual zones of nearly equal breadth is 
better for most purposes than that obtained from one which 
has grown at varying rates during successive years. In the 
case of conifers, however, trees with narrow rings yield better 
timber than those with broad rings, since the wood produced in 
the autumn is stronger than that produced in the spring. 

§ 42 . Season of FELUNC.—The season of the year at 
which trees are felled is sometimes of considerable importance 
in so much as it affects in a marked degree the durability and 
seasoning properties of timber cut from the same species of 
tree, quite independently of its durability as compared with 
timber derived from another species. Practically, trees must 
be felled when labour can be obtained ; and only when labour 
is to be obtained at most seasons of the year is there any 
choice in the season of felling. 

From a physiological point of view the best time of the year 
for felling trees, so far as the durability of the resulting timber 
is concerned, is that at which the stem of the tree contains 
the least quantity of water and food materials ; provided that 
the state of the atmosphere is favourable to the slow and 
uniform evaporation of the water which exists in the stem of 
the tree when felled. 

As far as trees which have a distinct heart-wood are 
concerned, the quantity of food materials in the stem is not 
of much importance since they are contained chiefly in the 
sapwood and this part of the tree should not be used for 
timber. The stem probably contains the least volume of food 
materials just after the first flush of leaves, at the beginning 
of the period of active growth in the spring, as at that time 
the greater portion of the food materials stored in the stem 
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will have been used up in the processes of growth in length and 
will not have been replaced through the activity of the leaves. 
In the case of trees which flower gregariously such as S&l {S/iorea 
roiitsta), the stem will contain the least quantity of food 
materials after a complete seeding and before the new leaves 
are fully developed. 

The quantity of water in the stem is greatest just before the 
tree enters into the most active period of vegetative growth 
annually ; and least just about the period of its partial (in 
evergreen) or total defoliation (in the case of deciduous trees) : 
while the quantity of water in the stem is small during that 
period of the year at which no active growth in length, or 
elaboration of food materials, takes place, i.e,, when the tree is 
at rest. 

A certain amount of heat, light and moisture arc necessary 
for the processes of growth. When these arc present in the 
most suitable quantities, the growth of the tree is at its 
greatest, and as one or all of these conditions become less and 
less favourable so does the growth become smaller and smaller 
until a time is reached when no actual growth takes place and 
the tree simply exists, the quantity of water taken in by the 
roots being only just sufficient to replace that evaporated from 
the leaf surfaces. Consequently, when the tree is at rest the 
leaves are passive not actively engaged in assimilating 
food materials) and the quantity of moisture, containing salts 
in solution, taken up by the roots, Avill be less than when the 
tree is growing actively and the total quantity of moisture 
in the stem of the tree will also be less. The fall in tempera- 
ture in autumn in Europe, or at the end of the rains in India, 
is probably the chief cause which practically determines the time 
at which growth is no longer possible and the season of rest 
begins. 

This shows that the period of rest of a tree is a favourable 
season for felling trees cut for the production of timber. 

The power of seasoning well [i.e., giving off a large proper- 
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tion of the water contained in the wood at the time that the tree 
is felled without the development of serious cracks and splits and 
without unequal change of form [uiarptng), is a most important 
one ; and is very considerably affected by the season at which 
the trees are felled. If the tree is felled at a season of the 
year when the evaporation of the water can take place slowly 
and uniformly, the timber must necessarily season better than 
if felled at a period when rapid and unequal drying must 
necessarily result. 

So far as the plains of India are concerned, timber will dry 
more slowly and uniformly during the cold weather season 
than at any other season of the year at which tree felHhg is 
practicable. The trees should be felled as soon after the end 
of the rains as possible, provided growth has entirely ceased, 
so that the timber may have parted with the greater part of its 
moisture before the temperature rises and the cold weather 
passes into the hot weather. 

In the spring, i,e., the end of the cold weather, the stems of 
the trees may actually contain the smallest absolute volume of 
water, but the conditions of the atmosphere are very unfavour* 
able for the slow and even evaporation of water which is neces- 
sary for the seasoning of the wood : whereas, unless all the 
timber is extracted from the forests before the ‘rains, it will be 
very seriously injured by insects and fungi during that season 
of the year. 

In the cold weather season in the plains of India, trees 
probably contain the greatest amount of reserve matorigls 
stored up in their tissue, for use when the next period of active 
growth sets in. But as these food materials are stored in the 
sapwood and to a slight extent in the medullary rays, their 
presence should not materially affect the quality of the heart- 
wood of the tree ; and so far as this is concerned, the period of 
the year at which it contains the least moisture, provided the 
atmospheric conditions are favourable to good seasoning, should 
be the best for felling timber-producing trees. The upper hill 
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forests of the Himalaya do not fall into (he same category as 
the plains or submontane forests and must be considered 
separately. The climate of these forests approaches more 
nearlj' that of Europe, and experience gained in Europe may be 
fairly applied with certain modifications to that of this class of 
Indian Forests. 

The same broad principle maybe said to hold good, namely, 
that the trees should be cut when they are at rest, provided 
the atmospheric conditions are favourable to the slow and 
uniform evaporation of water from them. The European 
principle of summer felling cannot be universally applied to 
them since the season of growth is followed by the rainy season, 
and in localities where the rainfall is heavy, systematic tree 
felling is not always then practicable. 

In the Upper Darjeeling hill forests,' where the rainfall is 
exceedingly heavy and continuous, trees are felled only during 
the winter months, and all work in the forests practically stops 
with the commencement of the rains. The snowfall in these 
forests is too light to interfere with the work. The trees 
exploited nearly all belong to the broad»leaved species. 

In the North-West Himalaya where the upper hill forests 
consist principally of the Deodar [Cedrns Dcodara) and other 
conifers, trees are felled during the’rains and on into the cold 
weather until work is stopped by the fall of snow. The chief 
period of growth of pines and firs in this locality is April, May 
and June. The trees are felled all the year round except the 
months of December to February. This is to some extent 
necessitated by the fact that labour has to be imported and 
trees must be removed when labour can be obtained, rather 
than at the theoretically, most favourable period of the year. 

The views of Professor Nanquette on the best season 
for felling timber trees^ in Europe may be epitomised as follows. 
The old opinion was that the best time for felling timber trees 
was the end of autumn and winter. It was stated that wood, 

I EiploltMlan, dibit, et ettlmbtlon det ball, par H. Nanquette. Nanqr, and Ed., |S68. 
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cut during the period of rest of the tree, lasted longer when 
used as timber, and as firewood burnt more easily and at the 
same time gave out more heat, than if felled when the tree- was 
growing actively. 

Conifers have been exploited from time immemorial in 
the Vosges mountains in the summer, and the quality of the 
timber does not seem to have been affected by it. 

Many enlightened practical men, in agreement with the 
teachings of physiology, agree that, if barked as soon as felled, 
the wood dries more easily and more completely, that it is less 
liable to warp, is superior as regards whiteness and lustre, and 
is lighter and more easily transported. This result of experi- 
ence tends to shake the accredited opinion, as regards broad- 
leaved species, and seems to be in favour of exploiting trees 
in summer after the sap has risen, if not in what concerns their 
calorific properties, at least from the point of view of their 
durability. However, it would be imprudent to decide defin- 
itely at present and until numerous experiments precise and 
comparable have decided the question definitely, it seems proper 
to follow the old practice. It is probable, moreover, that the 
season of felling only influences those woods which remain 
more or less completely in a state of sapwood throughout 
their existence, or on the shpwood of trees which have a well- 
defined heart-wood. 

After a tree has been felled, its timber shrinks more or less 
rapidly according to its structure, the season in which it has 
been cut, and the state of the atmosphere of the place in which 
it was. This contraction of the tissues due to the evaporation 
of a part of the sap contained in the wood causes splits which 
may be large enough to alter the solidity of the wood and 
render it unfit for certain uses. 

It is necessary that drying should take place slowly in order 
to avoid large cracks, and should commence as soon as possible 
after the wood is felled in order to preserve the wood from 
the effects of fermentation. 

The felling of trees in winter fulfils these conditions pretty 
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well, because fermentation is less active, the drying takes 
place gradually, and the tree will reach summer sufficiently 
dry not to be hurt by the heat of that season. 

If broad-leaved species are felled in the summer, the bark 
should be taken off as soon as the tree is felled, and the trees 
should be placed as far as possible in a dry and shady place. 
These precautions are especially necessary in hot countries. 
They are always easy to take in coupes, and large pieces 
difficult to move can be protected from the heat of the sun by 
covering them with some of the rubbish made in exploiting the 
trees. 

§ 43. Where the bark is of intrinsic value and has to be 
removed intact, the tree must be felled when the sap is rising, 

. t.e., just before the period of growth in length takes place, as at 
this period the bark separates more readily from the stem. 

In Burma, Teak i^ectona grandis) trees are girdled from two 
to three years before they are felled. This process consists in 
removing the bark and the sapwood for a width of from 4 to 6 
inches all round the trunk of the tree so as to completely expose 
the heartwood the whole way round the stem. The lower 
edge of the incision should slope upwards, the upper edge down- 
wards. The flow of sap from the roots to the crown of the tree 
is thus intercepted and the tree dies, but if even small shreds 
of sapwood be left covering the heart-wood the tree will not 
succumb. 

In the case of trees with no definite heart-wood, the girdle, 
even if made of considerable breadth, may fail to make 
sufficient disturbance in the organization of the tree as to cause 
death {eg.^ Terminalia Chehtila and helerica and most species 
of Ficus). In Jaunsar, experience has shown that if only the bark 
is removed in the spring when the sap is rising, the trees ulti- 
mately die in nearly every case where the bark has been 
entirely removed. Fi’" j and pines die in the second or third year 
after girdling : oaks live as long as five or six years after this 
operation. Trees should be girdled, if possible, in the cold 
weather, -before the period of growth begins; when growth 
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begins, the nutritive materials and moisture in the "stem of the 
■tree will be drawn up into the young shoots and leaves, and will 
be used up in the processes of growth. Growth will continue 
so long as the leaves receive a sufficient supply of moisture ; this 
supply is drawn from the soil by the roots, and passes up the 
stem through the sapwood, the cambium layer and the living 
portion of the bark. The process of girdling completely or 
partially intercepts this source of supply, and the tree in con- 
sequence withers and dies. 

One o( the leading timber contractors o( Burma stales that teak 
which has been girdled during the tains, seasons more thoroughly than if 
girdled at any other time of the year, and that such timber floats better. 
This may be probably due to the bark rotting off during the first rains in- 
stead o£ adhering closely to the sapwood as it. does when girdling is done 
at a time of the year when the foliage rapidly dries. (Or. J. Niibei^ 

§ 44. Seasoning timber.— Tredgold* defines seasoned 
timber as timber which has lost one-fifth of its weight when 
green, *.<?., freshly cut*j and dry timber as wood which has 
lost one-third of its green weight. Seasoned timber, may be 
used in ordinary building construction j but only dry timber 
should be used by joiners, cabinet-makers, and others. 

The object ofseasoning timber is to expel the water and sap 
(i.c., water containing organic food-materials) which remain in 
the tree after it has been felled, as the presence of these food 
materials containing proteid and albuminous substances induces 
decay. . • • • 

Wood that has been properly seasoned is much more'dura- 
ble than that which is unseasoned ; it is far less liable to the 
attacks of white ants and other insects, and will not contract, 
expand, Warp, or be materially altered by changes in the atmos- 
phere, so that for all parts of a construction where close fitting 
is required [e. g., doors and windows) dry or at any rate 
well seasoned wood should be used. 

Timber is said to season well ■when it dries uniformly, and 

1 TreitgoM'ft Carpentry by Horst, ^tb BdlUoD» page 343, 

a Hits dau not apply to ttea vhich nte gUdted for two cr ttirec years prerJous to being felted. 
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neither cracks nor splits, and when cut up into thin pieces 
neither splits nor warps. A wcll>seasoned piece of wood 
should not be materially affected by very wet of very dry 
weather, provided its outer surface is protected. 

The chief metliods of seasoning wood are-~ 

(1) natural seasoning, 

(2) water seasoning, 

(3) artificial seasoning— 

{a) by boiling and steaitaing, 
ijb) by smoke drying, 

(c) by extraction of sap, 

{d) by hot air. 

In forest works in India artificial seasoning is, as a rule, im- 
practicable, so these methods will not be described in detail. 
The first method is the one most generally adopted, though in 
the case of timber that is floated for considetablc distances, the 
prolonged immersion in water undoubtedly materially helps the 
process of seasoning. 

§ 45. Natural Seasoning.— Natural seasoning is the most 
certain way of rendering timber durable. In this process of 
seasoning, as the name implies, the wood is allowed to season 
without the assistance of any artifldal means to drive off the 
moisture w'hich it contains. 

The process consists of allowing the logs to dry naturally 
and only assisting the process of drying by natural means, such 
as barking the logs, cutting them up into planks, scantlings or 
large beams, and arranging for as thorough a circulation of air 
as the circumstances of the case will permit. 

When a tree is felled it should, (if it has not been previously 
girdled and allowed to season standing, as is the custom in 
Burma) if practicable, be barked and left in the forest for 
several months to season, and after that period has elapsed it 
' may be cut up into logs, scantlings or planks, and thesb in their 
turn submitted to a further period of seasoning. 
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The removal of the bark has the ’double object of 'pre- 
venting insects from laying their eggs under it; and also of 
allowing the process of drying to go on unchecked in every 
direction. The practice of girdling the trees and allowing 
them to season standing lessens considerably the danger from 
attacks of insects while the tree is seasoning in the log, and also 
the chance of the timber being destroyed by forest fires— some- 
times a very important consideration in India. 

If the tree is felled, the log should be left in a dry, shady 
situation, and should be placed in such a position that air can 
circulate freely around it. 

The process of natural seasoning should be gradual, so as 
to ensure slow and regular drpng, as irregular and rapid 
drying causes the timber to split. If it is impossible to avoid 
exposure to the sun, the log should be covered with a thin layer 
of earth in order to lessen its drying effect on the log. Trees 
may be allowed to season as a whole, or, if large, may be 
first partially or wholly converted. 

Some species of trees season very much more uniformly and 
quickly than others. Teak {Teetena grandis), mango {Mangi- 
fera indica), and toon {Cedrela Toona) season well, while s&I 
{Shorea robasta) may be taken as an example of a wood which 
seasons very slowly and unequally, and is long liable to warp 
and ^plit. 

Where considerable quantities of seasoned timber are re- 
quired regularly, special steps should be taken to ensure their 
seasoning properly. An open shed should be constructed, so 
that the timber may be protected from the sun and rain and 
sheltered from scorching winds. If there is no danger of rain 
being driven into the shed, no side walls are necessary, as the 
•more freely the air can ciicukte the quicker and more evenly 
will the timber season. If the rain beats in, in one or two direc- 
tions, wooden walls should be erected on those sides only. 

The floor of the drying shed should be slightly raised and 
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well drained. The beams, planks and scantlings should be 
stacked in such a way that the air can circulate freely and as 
equally as possible round them. The timber should be kept 
from contact with the ground. 

Short small blocks of wood should be put between the layers 
of scantlings and planks, if stacked horizontally, in order to 
ensure a thorough circulation of air. 

Equal drying is promoted by turning the pieces of wood over 
.frequently (where practicable) and keeping them free from 
damp ; evaporation takes place more rapidly from the ends than 
from the sides of a piece of wood, and from the upper than 
from the lower surface. The turning of the pieces of timber is 
' of 'much greater importance at the commencement of the 
process of seasoning than later on. 

In the saw mills in Burma, the stacks of Pyinkado {Xyh’a 
dolabriformis) sleepers are covered with saw>dust to prevent 
the wood cracking, while the ends are smeared with thick crude 
earth-oil, or plastered with a quarter of an inch of cowdung to 
prevent such excessive evaporation as would cause cracks to 
develop. {Dr. J. Nisbet.) 

Planks, scantlings, and poles dry more rapidly if stacked in an 
upright position ; but to do this a greater amount of space is re- 
quired. 

The following table taken from Tredgold’s Carpentry gives 
the time required by scantlings to season in Europe relatively 
to their dimensions 


Length lo feet. 

Breadth In Inches 

Thickness lo 
Inches. 


Time required for 
drying In months. 


6 

6 

6^ 

.29 

10 

8 

. 8 i 


39 

12 

la 

lo 

lO 

48 

12 

• . 12 

12 

12 

57 

12 

u 

H 


66 

12 

i6 

i6 

17 

76 

l8 

i8 

i8 

19 

86 

20 

20 

* 20 

21 

96 
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Under cover five-sevenths of the times given above will be 
sufficient. No similar table is available for India. 

The times given in this table agree with those given by 
Mr. Laslett^ for oak. He states that firs only require half the 
time that oak does to become properly seasoned. 

§ 46. Water SEASONiNG.^Various methods have been 
introduced with a view to shorten the time required by the 
natural process for seasoning timber. One of the best of 
these is the method known as water seasoning. In this process 
freshly cut timber is entirely immersed in water for 14 days; it 
is then taken out and allowed to dry in an airy situation as has 
been described in the process of natural seasoning. Immersion 
in water is found to cause more rapid and more regular drying 
and thus to obviate warping and splitting. It also removes, to 
some extent, such organic food materials as are present in the 
sapwood. The immersion must be continuous while it lasts, 
as nothing is more harmful and inducive to decay than alternate 
immersion and drying. 

Bamboos which have been seasoned through the agency 
of water are very much benefited by the process. They are 
not only rendered more durable, but are very much less liable 
to be attacked by the larvae of small beetles which make 
channels in them in all directions and very materially weaken 
them. Experience has shown that in India the best way to keep 
the ‘ larvae of such beetles from boring bamboos is to immerse 
the freshly cut bamboos in water for about 10 days. The eggs 
of the beetle are probably deposited on the culms of the 
bamboos and are washed off by the water and so got rid of. 

§ 47 . Conversion of miBER.-rln converting logs into 
scantlings Or planks, the first consideration must be, as a 
matter of course, the dimensions and form which the timber 
is required to have when actually in uSe, and allowance must be 
made for any alteration in size or shape which may take place 
during the process of seasoning. The action of the air during 


t Npte> on Building Conalructioo, RlTlngton't Serlea. and Editlno, Part III. p. 389. 
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sea^^oning by whatever process may be adopted, causes an inap- 
preciable change in the length of the piece of wood, but the 
changes in width and depth may be considerable. Planks and 
scantlings should consequently be cut slightly wider and broader 
than they are actually required when seasoned : in practice from 
^th to Jth of an inch is allowed for shrinkage, squaring and 
planing. The shrinkage of timber seasoning in the log results 
in radial fissures following the lines of the medullary rays, to 
whifch the tension is always at right angles. The effect of 
shrinkage consequent on seasoning is shown on logs converted 
into'quarters or planks in the following sketches, taken from 
“Notes on lluilding Construction"^ — the Manual prepared for 
the Science and Art Department, South Kensington. 

Fig. 17. Fig. 18. Fig. 19. 


. ff- O/ 



Figures 1% J8, and 19 illustrate the shrinkage of -wood during the 
process of seasoning. Figure zj is a eross-seetion of a log freshly cut into 
four pieces by two saW’Cuis at right angles to each other. Figure z8 shows 
the change in form after the wood has become seasoned ; the angle at c is 
no longer a right angle, ai:d the portion ab has contraeted cousiderably. 
Figure tg shows hose planks cut out of a log change in form during the 
process of seasoning. 

In ordinary conversion in the forest, the object to be 
aimed at when cutting up a log into beams, scantlings or 
planks, is usually to get as many sound pieces of wood as 
possible, and for the saw-cuts to follow, as far as practicable, 


> Publlibed by Rlrlnctoni, Walcriso Place, LnndoD, 
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the direction of the medullary rays, and to cut the annual rings 
at right- angles. The shape of the planks or beams, allowing 
for the width of the saw-cut, should be marked on the small 
end of the log, and should be arranged in accordance with the 
principle above enunciated, so as to get the greatest number 
of sound scantlings of the required size as possible. If this be 
not done and the arrangement be left to chance, great waste 
may result. It is better to get all good sound scantlings out 
of a log than an actually larger number of scantlings of which 
some are unsound or undersized. 

Beams containing the pith of the tree are considered by 
some Engineers to be of second quality only, and would not be 
used in important works. 

In converting a log, we should remember that, as far as 
engineering works are concerned, the object to be aimed at is 
to get the strongest pieces of timber that can be obtained. 
Conversion with a view to obtain prettily marked pieces of 
wood belongs to the province of the carpenter and cabinet- 
maker, and will not be considered here in detail. 

In India, the general practice is to fell the trees in the forest 
and to convert them on the spot This statement does not 
apply to Burma, where teak is extracted in the log and con- 
verted, when required, at the large sawmills in Rangoon or 
Moulmein. The log is usually roughly squared with an axe 
before it is converted, and no special attention is, as a rule, paid 
to obtaining the strongest pieces of timber that it is possible 
to get. The pith, if any exists, is avoided, as well as such bad 
faults as may exist in the log. The greater portion of the 
sapwood is removed when the log is being roughly squared. 

The strongest pieces of timber are those obtained by 
making the saw*cuts as' nearly as possible parallel to the direc- 
tion of the medullary rays and at right angles to the annual 
rings, because shrinkage takes place chiefly parallel to the direc- 
tion of the annual rings. Referring to figure 20 it will be seen 
that a plank cut as shown at a is much weaker than one cut 
as at 6 . Planks cut as shown at 6 last longer, warp less, and 
show a much handsomer grain than if cut in the manner shown 
at a. 
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Fig. 20. 



Fi^. 20 nprestnli a cross.iicUon of log, sh'yiting nl b the strongest 
anJ at a the veakest scautliiig {beam or plank) that can be cut out of it 
{after Span], 

Figures 21 and 22 show several mclhods of maricing out 
planks on a log previous to conversion, in order that the saw* 
cuts may fulfil as closely as possible the conditions necessary 
lo obtain greatest number of the strongest planks that it is 
possible to cut from the log. 

Fig. 21. Fig. 22. 



Fig, 21 shows how a log should be sawn tip so as to fct the greatest 
number of the strong‘'st planks out oF a log. The saw-euts follow as closely 
as possible the dirceiion of the medullary rays (Scinge stir maille—Nan- 
quette). 

Fig, 2i shows the different ways in which a log may be cut up, so 
that the enw-cuts mxy follow as closely as possible the direction of the 
medullary rays {after Span). 

I 
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The methods of cutting , up logs into planks shown in 
figures 21 and 22 are especially adapted for the conversion of 
trees which have strong medullary rays (for example the oaks 
Quercus sp. sp.), as the saw-cuts pass obliquely through the 
medullary rays, and the planks in consequence exhibit a very 
beautifully marked grain which is especially valued for cabinet- 
work and other ornamental purposes. In Europe this method 
of conversion is applied almost entirely to oak. 

The log is first cut in every case into four quarters,* and each quarter 
may be converted as shown in figures si and ss. The best method is 
shown at A in figure 22, as in this method there is no waste (in Europel, as 
the triangular portions form feather-edged laths for tiling and other pur- 
poses, It also cuts very obliquely across the medullary rays, and thus 
exhibits well the silver grain of the wood. The next best method is shown 
at B, The method shown at C is inferior to the others ; that at D is 
most economical where thick stuff is required. 

The ordinary method of cutting planks out of a log is to 
cut them all parallel to the same diameter, so that the planks 
can be placed one on the top of the other so as to re-form the 
log. 

With regard to beams, the strongest beam {ix. the beani 
which will bear the greatest weight) that can he cut out of a 
log is obtained by dividing the diagonal A C, see fig. 23, into 
three equal parts at i and 2, and by drawing perpendiculars 
from these points to meet the circumference of the circle 
described about A C is a diameter. 


Fig. 23. 


Fig. 24. 




Figure 23 shows the method of cutting the strongest beam possible out 
of a log : b ; d :: 7 : 10 nearly. 

Figure a# shows how the stiffest beam may be cut out of a log, in this 
ease b ; d 37- J®** nearly. 


> Soles on BnlMing CaDStroction, and Editloo, Part HI, page 
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The stiffest beam (».e., the beam which will carry the 
greatest weight with the least bending) is obtained by dividing 
the diagonal into four parts instead of three, as has • been 
done in fig. 24, and proceeding as in the first case. 


In ’India, beams and small scantlings are usually cut out of 
a log without special reference to obtaining the strongest 
pieces of wood. The scantlings are marked off on the small 
end of the log and are arranged so that the greatest number 
possible shall be obtained with the least possible waste. The 
market rate for all scantlings of the same siae is the same, and 
so long as this is the case, and higher prices are not given for 
beams cut as shown at fig. 20 b, from economical reasons it 
would not pay to cut only such beams. Besides, if this were 
done the number of scantlings which could be obtained from a 
log would be considerably less. 

§ 48 . SUITABILITV OF DIFFERENT KINDS OF WOOD FOR 
the VARIOUS PARTS OF A STRUCTURE. — ^Timber cut from differ* 
ent species of tree differs as regards— 


(1) cohesive force, 

(2) elasticity, 

(3) stiffness, 


(4) hardness, 

(5) toughness, 

(6) power of seasoning well. 


(i) The cohesive force of a beam is measured by the force 
expressed as a weight, for convenience sake, that would pull it 
asunder in the direction of its length. This force is usually 


expressed in lbs. 

• (2) The modulus of elasticity or "c" is the weight ex- 

pressed in lbs, required to extend a bar of wood an inch square 
in section to double its original length. This weight is the 
standard used when the clastic force of two substances is com- 
pared. The strains exerted on beams in buildings are resisted 
in virtue of this force, 

(3) The stiffness of timber is deduced from its modulus of 
elasticity, and it is a comparative quality only. For example, e 
for cast-iron is 17,000,000 lbs., while the value of e for English 
oak is 1,714,500 lbs,— that is to say, cast-iron is nearly ten 
times as stiff as English oak. 
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(4) Hardness is the capability of not yielding to a blow or 
impressive force, and is proportional to e. Dry wood is harder 
than green wood, the labour required to saw the former com- 
pared to the latter being as 4 : 3. 

(5) Toughness. That wood is toughest which combines 
the greatest degrees of strength and flexibility ; that is, the wood 
which bears the greatest weight and at the same time bends 
most at the time of fracture. 

The opposite quality to toughness is brittleness ; to hardness, 
softness ; and to stiffness, flexibility. 

In Europe, oak is taken as the standard of strength, 
toughness, and stiffness. Each of these qualities is for con- 
venience represented numerically by 100, and that of other 
woods is expressed as a percentage of this number; thus, if the 
toughness of a wood is represented by 75, it means that its 
toughness is three-quarters that of oak. 

The following appearances indicate a strong and durable 
timber : — 

(i) Equable rate of growth as shown by the annual 
rings being of nearly equal width and of uniform 
structure. 

Within certain limits coniferous woods having n.irrow annual rings arc 
more durable than broad-ringed stems of rapid growth. Trees {e-g., like 
Toon, Cedrela Toona, grown on the banks of canals) stimulated to the pro- 
duction of abnormally wide annual rings, do not produce such good timber 
as those grown under more normal circumstances, but the mere breadth of 
the rings can form, «, no criterion of the quality of the limber, -as this 
depends mainly on the thoroughness of the elaboration of the sap utilized in 
the formation of the woody fibrous tissue. {Dr. J. Hisbet.) 

(2) The tissues being hard and compact, the fibres on a 

freshly-sawn surface should be fine and shining, 
not woolly in appearance. 

(3) In any one given species the heavier wood is always 

the more durable, but the specific gravity of 
different kinds of wood gives no true indication 
of their relative durability. 
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(4) Where woods are coloured, darkness in colour usually 
indicates strength, but may point to an alteration 
in the tissues preliminary to decay. 

Beams include rafters, z.e., scantlings for supporting the 
roof ; foists, scantlings for supporting the floor : and wall 
plates, which are beams laid along the lops of walls, for the pur- 
pose of distributing the pressure supported by them equally over 
the whole wall. The actual size of a beam or scantling de- 
pends upon the weight it has to bear and upon its length. 
The depth of a beam is usually greater than its width except 
in the case of wall-plates. 

Planks are thin .scantlings of any convenient width and 
length. The breadth of a plank is ordinarily not less than 
4 to 6 times its thickness. The usual thickness of planks varies 
from ^ to 2, and is occasionally as much as 3 inches. Planks 
are used for walls, floors, or ceilings, and by themselves, or in 
combination with other materials, as roof coverings. 

For beams, only such woods as have a high modulus of elas- 
ticity should be used. It docs not matter if they split or warp 
.slightly in the process of seasoning, nor is it necessary that the 
grain should be quite straight. 

For planks, a wood which seasons well, docs not warp, and 
has a straight grain [i.c., one in which the course of the annual 
rings is straight, not wavy), is necessary. Woods which arc 
not sufhclently strong for beams will often make very good 
planks, as in the latter case strength is not of so much import- 
ance as a straight grain and good seasoning properties 

For the construction of doors and windows, and in joinery 
generally, only woods that season well and arc not affected 
hv damp and drought should be used. 

For ornamental purposes, strength is of very little import- 
ance ■. wheat is wanted in this case is a prcllily-marked grain. 

Wood with a bc.njlirul grain is obl.aincd chit-ny from lrec>: wliich have 
cither very pronounced, very barge, or very numerous medullary rays. If 
blocks of such trees are cut up into planks, so that the saw-cut makes a very 
smtill angle with the direction of the medullary r.ays ns seen on .a cross- 
section, the robulting plank will be very beautifully .and irregularly marked 
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owing to the medullary rays having been cut through obliquely. Roots of 
trees, and trees (for example, many species of maple; which exhibit irregu- 
larities in growth consequent generally on injury either by insects or birds, 
also exhibit a beautifully marked grain. In some trees, the zone of wood 
formed in the spring is of a different colour to that made in the autumn. 
Advantage is taken of this fact in order to obtain prettily marked planks. 

The harder and tougher a wood is, the more expensive will 
it be to work up. In consequence, especially hard and strong 
woods are only used for beams where great strength is neces- 
sary. For ordinary purposes, a moderately strong and fairly soft 
wood is preferable on account of the cheapness and ease with 
which it can be converted and worked up. If woods which are 
not strong are used for beams, the dimensions of the beam 
must be increased in proportion as the strength of the wood 
decreases. 

§ 49. Only carefully seasoned timber should be used in 
buildings wherever it is possible to get it; scantlings with 
much sapwood should be rejected. Carefully seasoned wood 
will be found to be very much more durable than wood cut 
fresh from the tree. Freshly cut wood has another disadvan- 
tage, in that the process of seasoning will goon after it has been 
placed in position, with the result that it will warp and swell. 
Unseasoned wood is always liable to contract in hot, dry weather, 
as well as to absorb moisture and expand in damp weather. 

Unseasoned timber is largely used in building construc- 
tion in India, and this procedure accounts for the difficulty 
generally experienced in getting doors and windows to open 
and shut properly. 

The practice of using unseasoned timber in buildings, bridges, 
and any other than temporary works, cannot be too strongly 
condemned. 

Wood for the construction of doors and windows, which require 
to fit accurately, should not only be seasoned but should be dry, 

§ 50. Causes of decay.— I f wood is kept constantly dry, of 
only affected by the moisture existing in the air, it will last for a 
long time. Some of the materials contained in the wood of 
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a tree are soluble in water, and when all these have been 
extracted, water no longer affects the remaining portions of the 
wood so long as it is totally immersed. This accounts for the 
extreme durability of some woods under water, as for example 
in the foundations of a bridge. If, however, wood which has 
been long immersed be taken ont and dried, it will be found to 
be brittle and useless. 

The principal causes of decay are— 

(z) the presence of sap containing proteid sub.stances, 

(2) exposure to alternations of wetness and dryness, 

(3) moisture accompanied by heat, and bad ventilation. 

By decay or rot we understand the decomposition and 
partial or total consumption of the tissues of which the wood is 
composed. The sapwood, which contains more albuminoid 
materials than the heartwood, is the most perishable part of the 
tree. Decay .is due principally to the attacks of fungi and of 
insects* 

fungi.— -'YhQ number of different species of fungi which can 
draw nourishment from, and in so doing destroy wood, is very 
considerable, though the number of species which beyond all 
rfojzif arc capable of attacking the woody portions of living trees 
is comparatively small. There arc two principal kinds of rot, 
generally speaking, called wet rot and dry rot : the former 
occurs in the forest and in well ventilated places; the latter 
only in ill-vcntilatcd places and in dead wood. In building 
construction it is dry rot that concerns us most, since the 
decay occurs after a beam has been placed in position in the 
building. It usually begins in the sapwood if present, and 
very often at the points where the timber is built into walls, 
and is often due to the lime in the mortar not having been 
properly slaked. Iron, lead, or zinc coverings to the ends of 
beams built into walls may prevent this. To detect dry rot 
in the absence of fungi or other outward sign, the best way is 
to bore a hole with an augur. A log, apparently sound as far 
as external appearances go, may be full of dry rot internally, 
and this can be detected by the dust extracted by the augur, 



72 


BUILDING MATERIALS. 


and more especially by the smell. If a piece of sound timber 
is lightly struck with a key or scratched at one end, the sound 
can be distinctly heard by a person placing his car at the other 
end, even if this beam is 50 feet long ; but if the beam is decayed, 
the sound will be very faint or unheard. Free circulation of 
air around the ends of beams embedded in masonry is one of the 
best preventatives against rot entering at the ends of a beam 
the surface of the beam in contact with the mortar should, from 
this point of view, be as small as possible. 

Insects. — In tropical climates, timber is very liable to be at- 
tacked by whitc-anls [Termes sp. sp.J. The best way to prevent 
the ravages of white-ants is to sec that none exist on the area 
to be occupied by the building. If any white-ant burrows exist, 
they should be dug out and the queen or queens destroyed. If 
this operation is carefully done, there is very little chance of 
white-ants appearing in the construction built on the ground 
thus treated. 

Spon recommends that posts exposed to the attacks of 
white-ants should haven hole bored at a height of 6 inches above 
the ground line, which, after the end of the post has been 
charred for ten minutes to drive off the moisture, should be 
filled with boiling tar, and the tar forced into Ibc pores of the 
wood by hammering a closely fitting peg into the hole. 

Crude kerosene oil is equally cfTcctual, and soaks through 
the wood better than tar, while the hole can be refilled at 
stated intervals. Kerosene oil can often be obtained in India 
where tar cannot be purchased. 

Two experiments made in Burma tend to prove that whilc-ants may be 
driven from a buildins' by pouring down tbeir runs, .a solution of “jungle 
exterminator.” {P. J, ciirtrr.) 

Wiite-ants arc, however, much less harmful than is usually 
supposed, provided the timber consists entirely of heart wood of 
certain good species, as for example Teak [Tecton/t grandis), 
Sil {Shorea rohusta), Deodar [Cedrus Deodars), or Padauli 
[Pteocarpus indicus). 
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Even if a construction nust be built as cheaply as possible, 
it is advisable to make the foundations of masonry, as white-ants 
do not make their way through masonry or brickwork, although 
they may work round it., 

§ 51. Preservation of timber. — Timber may be pre- 
served either by taking natural precautions, or by having 
recourse to artificial means. 

Natural precautions . — To preserve wood from decay, it should 
be kept constantly dry and well ventilated ; should not be in con- 
tact with damp earth or damp walls ; and, as far as possible, should 
be free from contact with mortar, which hastens decomposition. 
Some woods suffer more from contact with mortar or cement 
tlian others. Thus, Pyingado [Xylia dolabri/ormis), the 
Burmese iron wood, is much more durable for sleepers than teak, 
but when used for posts in contact with mortar or cement the 
latter is less liable to rot. Wood kept constantly under water 
is often weakened and rendered brittle ; but there arc some 
woods, as Semul (Bombax malabaricum') that are durable in this 
position, though not otherwise. Wood that is kept constantly 
dry is usually durable, but after a great number of years becomes 
brittle. When wood is exposed to alternations of wet and dry 
it soon decays j some kinds much more rapidly than others. 
Chir {Pimis longifolia) and sundri {Heritiera Pomes) are 
marked example of this. 

Moisture may be prevented from rising in the walls from the 
foundations by the interposition of a layer of some substance im- 
pervious to water, such as asphalte or Portland cement, through 
the thickness of the wall, a few inches above the ground. 

Walls should be allowed to dry for some time before the 
woodwork is put into position. As quicklime, even in small 
quantities, accelerates decay, great attention should be paid to 
the proper slaking of the lime used in the mortar. 

Artificial means. — Wood, when thoroughly seasoned, may be 
materially preserved by the application of paint or tar both of 
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which form a covering impervious to water. These preserv- 
atives must only be applied to seasoned wood ; as if applied 
to unseasoned timber they aid the process of decay rather than 
retard it. , 

The composition and application of paint and tar is described 
in detail in Section VIII, pagega, § 64 , et seq. 

Many other preservatives have been introduced with 
a view to increase the durability of timber, among which the 
most successful is probably creosote (one of the products of the 
distillation of tar). A solution of silicate of soda applied to 
the outside of wood materially increases its durability. The im- 
pregnation of wood by sulphate of copper has also been found 
effective. The majority of these preservatives require special 
apparatus for their application, and consequently are never 
likely to come into general use in India in ordinary building 
construction and therefore need only be mentioned. 

SECTION VII.— SOME OF THE MORE IMPORTANT 
TIMBER TREES USED IN CONSTRUCTION IN INDIA. 

§ 52. The information contained in this section is chiefly 
drawn from Brandis’s Forest Flora, GsLitihlG’s Manual of Indian 
Timbers, and from notes kindly supplied by the author of the 
latter work. The values e and R are taken from the Roorkee 
Treatise on Civil Engineering in India, Edition of idijS, and 
the value of P from Gamble’s Manual of Indian Timbers and 
the Roorkee Treatise. 

The timber trees of the different provinces are arranged 
alphabetically according to their scientific names (taken from 
Brandis’s Forest Flora of the North-West and Central India 
and Gamble’s Manual of Indian Timbers), The names given 
in Sir Joseph Hooker's Flora of British India, when they differ, 
are in some cases given in foot-notes. 

A table at the end of this section (pages go and gi) gives 
weights ol the different timbers, their moduli of elasticity 
(s), co-efficient of transverse strength (P), and the resistance 
to crushing due to direct thrust (R), as far as they are known. 
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The numbers given in the first column of the table refer to 
U'.e numbers given in the text to the timber trees described, 

§ 53. The three best known timber trees of India are Teak 
{Tectona grandti)^ Sell {Shorea robusta), and Deodar [Cedrus 
Deodara). Besides these three there are a great number of 
trees which are used locally to a greater or less extent in those 
parts of India in which they are found, but which, owing to 
their comparatively local distribution, are not much known 
outside the regions in which they are found. 

The three trees named above will be first described from 
an engineering point of view only, and then the more important 
of the local timber trees will be shortly described under the pro- 
vinces in which they are chiefly used. 

I. Tectona GRANDIS {Teak) is a moderately hard, exceed- 
ingly durable, fairly strong, moderately heavy wood. It does not 
suffer from contact with iron, and is not very liable to be 
attacked by white-ants. The sapwood is white ; the heartwood 
is dark golden yellow or brown when freshly cut, and darkens 
on exposure to a deep mottled brown. The heartwood has a 
strong and pleasant aromatic fragrance, due to the presence of 
an essential oil which is a great preservative of steel and iron. 
This fragrance is retained for a long time, and is always 
apparent on a freshly cut surface. Teak seasons well, and 
does not split, warp, shrink, or alter its shape when once 
thoroughly seasoned. It is easily worked, and takes a good 
-polish. The annual rings are distinctly marked by larger and 
more numerous pores in the spring wood. The medullary rays are 
short, moderately broad, and equi-distant. In India, Teak is used 
for every description of house building, as well as for bridges, 
sleepers, furniture, and shingles. The transverse strength of 
Teak is not so great as that of many other Indian timbers, but its 
durability, excellent seasoning powers, and the facility with which 
it can be worked, render it the most ,dcsirablc timber in India, 
The strongest Teak comes Irom South India : Burmese Teak is 
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softer, more even grained, and grows to a larger size. In 
Burma, Teak is transported chiefly by being drifted in the log 
down the smaller streams, and floated in rafts down the larger 
rivers to Rangoon, Moulmein, and other sea-ports, where it is 
converted to suit the requirements of the market. 

2. ShORBA ROBUSTA {Sdl) is a hard, strong, tough, durable, 
heavy wood. It is only slightly attacked by white-ants. The 
sapwood is greyish in colour and not durable ; the hcarhv’ood 
is brown and hard, and has a remarkably fibrous, cross-grained 
structure, so that when the wood is worked up and polished, 
the fibres appear to interlace. Sdl docs not season well ; it 
often warps and splits in drying, and, even when thoroughly 
seasoned, absorbs moisture in large quantities in wet weather 
unless carefully protected. While seasoning, the surface dries 
rapidly, while the interior remains as full of moisture as when 
first cut, and this water is given off very slowly. When 
thoroughly seasoned, it is a very strong, el.istic, and durable 
wood. Concentric rings are sometimes clearly visible ; these 
may or may not coincide with the zones of annual growth of 
the tree. The medullary rays are uniform, moderately broad, 
straight, and very prominent. Sdl is the most extensively used 
timber in Northern India. It is used for piles, beams, planking, 
railings, and in the construction of bridges, as well as for 
doors, window-frames, posts, and rafters, and practically for 
any purpose connected with house-building, and especially 
for sleepers. On account of its weight Sdl cannot be ex- 
tracted by floating without the assistance of bamboos or 
some lighter w'ood. 

3. CedRUS DeODARA^ {Deodar) is a light yellowish brown, 
very durable, strongly scented, moderately hard, rather brittle, 
and fairly heavy wood. The very characteristic and lasting scent 
of the wood is due to the presence of an essential oil which is 
chiefly confined to the heartwood. The wood darkens very 
considerably with age, but docs not lose its characteristic 
odour. Its transverse strength is small. The sapwood is 
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narrow in old mature trees and it is whitish in colour. 
Deodar seasons very easily and well, and does not crack or 
warp after it has been once seasoned. The annual rings 
are very distinct, and are marked by a narrow belt of firmer 
and darker tissue. Deodar is the principal timber of the 
North-West Himalaya, and is by far the most durable of the 
Himalayan coniferous woods. It is extracted very largely in the 
form of railway sleepers. The sleepers arc, where practicable, 
floated down the streams either in log, or, what is preferable, 
after conversion into sleepers or scantlings. As in the case of 
teak, immersion in water does not seem to affect the durability of 
the wood. Oea/fAT* is largely used for beams and planks, both 
in house construction and in bridges. It also furnishes 
good and durable shingles. Owing to its small transverse 
strength, the dimensions of the beams to support a given 
weight have to be considerably greater than those of Sat or 
other harder and tougher woods. In Lahore, it is largely used 
for furniture of all kinds. 


THE NORTH-WEST HIMALAYA AND THE PUNJAB. 

§ 54. The more important of the timber trees used in these * 
Provinces are— 

4 . Abies Smithiana {Rat), and 5 , Abies Webbiana 
(Morinda) are both used for planking when deodar, chir {Pinits 
longifolta), or kail {Pinus excelsd) cannot be procured ; the 
-wood of these firs is whitish in colour, and there is no marked 
difference between the heart and the sapwood. When pro- 
tected from the weather, they arc fairly durable, Rat being 
better than Morinda. The wood of these firs contains very 
little resin indeed. Both these timbers arc used for temporary 
constructions in forest works ; that of Morinda is sometimes 
used for shingles. 

•• 6. Acacia ARABICA {Babul) yicld.s a hard, heavy, very 
durable wood. The sapwood is large and whitish, the 
heartwood when cut freshly is light pink, which soon turns 
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to reddish brown with darker streaks ; the medullary rays are 
numerous. It is used largely for the axles of wheels, welhcurbs, 
agricultural implements, and tool handles. In Sind it is used 
for rafters, boat building, and occasionally for sleepers. 

7. Acacia modesta {PJmlat) yields a prettily marked, 
strong, durable, and very hard wood. The sapwood is large, 
white, and perishable ; the heartwood is dark brown with black 
streaks. Phulai is used for cart wheels, Persian wheels and 
agricultural implements. 

8. Adina CORDIFOLIA [HaldtC) has a yellow wood which, 
when seasoned, often becomes reddish brown in colour. It 
has a compact and line grain, but no distinct heartwood. 
The wood is fairly durable when protected from the weather. 
It grows to a large size, and is common in the Kamaon Bhabar. 
The wood seasons well, works easily, but is somewhat apt to 
crack and warp. It is not attacked by white-ants or other 
insects, probably on account of its bitter taste. It is extensively 
used in construction both for beams, planks, and panels, as well 
as for furniture. 

9. ANOGEISSUS LATIFOLIA {Bahli or Dhatt) yields a 
light greyish brown, close and even grained, hard, very tough, 
elastic wood, the sapwood in young branches being yellow. 
The annual rings are marked by darker lines. The wood warps 
and splits in seasoning, and unless kept dry is not very durable. 
It is used for building native houses, for axe-handles, for poles 
for carrying heavy weights, the axles-of native carts, and for 
shafts of carriages, 

10. Cedrela Toona {Tooii) is the "red cedar” of com- 
merce; it yields a soft, red, shining, open-grained, fragrant, 
brittle, fairly heavy, durable wood, which is not much attacked 
by white-ants. The sapwood is narrow and of a muck lighter 
colour. It is very easily worked, and seasons quickly and well . 
The annual rings are distinctly marked by a belt of large and 
numerous pores. It is used very largely for furniture of all 
kinds, as well as for door panels, door and window frames 
and carving. In Assam and Bengal it is used very largely for 
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tea boxes and packing cases. It is not used for beams or 
scantlings. 

11. Dalbergia Sissoo {Sissoo) is a very strong, tough, 
moderately heavy, very hard and durable wood. The sap- 
wood is small in mature trees and white, the heartwood 
being brown with darker longitudinal veins. The wood is close 
and even grained. Sissoo seasons very well, and neither warps 
nor splits. 

Sissoo has a crooked habit of growth, and does not, as 
a rule, yield pieces of timber of sufficient size and straightness 
to yield large beams, but under certain circumstances, as in close 
forest, it grows fairly tall and straight. The annual rings are 
not distinctly marked in the heartwood, but are more distinct 
in the sapwood. It is used for all purposes where strength 
and elasticity are required, and is lighter than s 4 I and nearly as 
strong. Sissoo is extensively used for the construction of 
wheels, agricultural implements, carts and carriages, and for 
tables, chairs, and furniture generally, as well as for carving. 
It is the best w'ood for the felloes and naves of wheels, and 
yields good sleepers. 

The rapidly grown timber of canal or irrigated plantations 
is not nearly so durable as that which is grown more slowly 
in natural forests. 

12. JUGLANS REGIA {Akr 6 t, Walnut) furnishes a dark 
brown wood, which seasons Avell, has a pretty grain, takes 
a fine polish, and is suitable for furniture and door panels. 

13. LagerSTROEMIA parviflora {Dhaurt) gives a light- 
brown or yellowish wood, often wdth a reddish tinge, mot- 
tled, smooth and even grained. The heartwood is darker 
but not sharply defined. The wood is clastic, tough, and of 
great transverse strength. It seasons well, works freely, is fairly 
durable, and takes a fine polish. It is extensively used in con- 
struction. 

14. MangifERA IndiCA, The mango has a grey, soft, 
open-grained wood, with no distinct heartwood ; it seasons 
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readily and well; the annual rings are not distinct. It is 
largely used in Dehra Ddn District for tea boxes, planks, doors 
and window frames ; it is sometimes stained to imitate toon. 

15. PiNUS EXCELSA {Katl) furnishes a light, moderately 
hard, fairly durable, straight-grained wood. The sapwood 
is white, the heartwood being of a pretty light pink colour. 
Like ckir, it is fairly durable if protected from the weather. 
The wood contains a good deal of resin, but not so much 
as chir. As is the case with most of the conifers, kail seasons 
well and quickly, and is easily worked. The annual rings 
are distinctly marked by an outer belt of darker and denser 
tissue. The wood is used for planking and in house build- 
ing, and in Kulu for shingles, wooden spades, and other 
implements. At present it is difficult to get kail free from 
knots, but as it grows naturally in dense thickets, this difficulty 
should be only transient. 

16. PiNUS LONGlFOLiIA (Chir) is a soft, light yellow, 
straight-grained, moderately heavy, but rather brittle wood. 
It is not durable. It Is attacked by insects and decays rapidly if 
exposed to wet ; but if protected from the weather, as in the 
interior woodwork of a house, will last from 15 to 20 years. 
The wood — especially the sapwood — contains a considerable 
quantity of resin. It is very easily worked, is much softer, and 
has a coarser grain than Deodar. The sapwood, which is 
whitish in colour, is about 2 inches thick in mature trees. 
Chir seasons well and quickly. If unseasoned, the wood con- 
tracts and expands very considerably with changes of weather. 
The annual rings are very distinct and consist of an inner belt 
of soft, and an outer darker belt of harder tissue. Ckir is now 
being largely exported in scantling for use in the construction 
of native houses ; it is also extracted as sleepers, which are some- 
times passed off by contKictors as deodar. The demand for 
small scantlings of ckir has only sprung up during the last 
few years. Fairly good furniture can be made from it. 

17. PiSTAClA INTEGERRIMA (Kakar) yields an ornamental 
bright yellow wood streaked with black, which is very suit- 
able for cabinet work. 
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18. PROSOPIS SPiCIGRRA {yhand) yields an extremely 
hard, tough, coarse, open-grained wood which is not durable, 
as it is liable to attacks of fungi as well as of insects. The 
sapwood is white and perishable, the heartwood purplish brown. 
It is used in building, as well as for carts, well curbs, and 
agricultural implements. 

19, Quercus SEMBCARPIEOLia {Karshu) yields a strong, 
tough wood, suitable for beams for houses and bridges. It 
does not season well. 

NORTHERN AND CENTRAL INDIA. 

§ 55 . 20. ChloROXYLON SwiETENlA {Satinwood) yields 
a very hard, fragrant wood, with a beautiful satin-like lustre. 
The wood is yellowish in colour, and has no distinct heartwood. 
The annual rings are distinct, and the wood seasons well. It is 
used for agricultural implements, and in carl-making, and makes 
beautiful furniture and picture frames. 

21. Eugenia JambOLANA {yaman) produces a fairly 
tough, moderately hard, fairly durable wood. The wood is 
reddish grey : the annual rings arc visible. The wood warps 
in seasoning, but does not split, and is very durable under 
water. It is used for building purposes, agricultural imple- 
ments and carts, as well as for well curbs and steps. 

22. Haruwickia BINATA {Anjan) is a very hard, very 
heavy, extremely durable wood, with a cross and very close 
grain. The sapwood is small and whitish, the heartwood 
dark-reddish brown, sometimes nearly black. It does not warp, 
but is liable to split. It is used for beams of bridges, 
beams and scantlings of houses, and for ornamental work. It 
is very difficult to cut up, and for this reason is not much used 
for sleepers. 

23. PterocarpUS Marsupiom (Bijasdl) yields, a durable, 
very hard, strong and tough wood. The sapwood is small 
and whitish in. colour,, .the- heartwood is dark brown and 
contains a large quantity^, of a resinous , gum which, when the 
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wood is damp, leaves a yellow stain; The wood seasons well 
and takes a fine polish. It is used for furniture, door and 
window frames, as well as for posts and beams, and is highly 
valued for carts, boat building, and agricultural implements 
generally. It is considered the next best wood to teak and 
Blackwood {Dalbergia latifolia) in the peninsula of India, where 
it is a common tree. 

24. Terminalia tomentoSA {Sain) yields after sdl the 
best building timber of these regions. The sapwood is 
reddish white, the heartwood is dark brown with streaks 
of a darker colour. The wood is heavy, hard, strong and 
tough, and seasons fairly well. Exposed to the sun it splits 
up rapidly. Its durability is variable. The wood is not so 
durable as that of sdl, and is much attacked by insects and 
fungi. It is used largely In house building in the form of beams 
and scantlings, as well as for the construction of carts, etc. 
The wood is liable to split, warp, and shrink. It has been used 
for sleepers, but is not very satisfactory for tliis purpose. 

Besides the trees described above, there are many other 
species which yield timber which can be used in building con* 
structlon. Among these may be mentioned ALBIZZIA LEB- 
BEK, Siris ; GARUGA PINNATA, Khar fat or Kitmira ; 
STEREOSPERMUM SUAVEOLENS Padal s GREWIA SP. 
SP. Dhamin, 


BENGAL AND ASSAM. 

§ 56. Shorea ROBUSTA, Sdl (page 76) is the best known 
timber tree of these provinces ; besides sal the following trees 
are largely used. CEDRELA TOONA, Toon (page 78) and 
DALBERGIA SISSOO, Sisseo (page 79) are also largely used 
in these provinces. 

35. Chikrassia tabularis {Chittagong mod, Seng. Chik- 
rassi) yields wood suitable for furniture and carpentry. 

'26. Gmeuina -arborea (Gamkar) yields a soft, Ughtv 
strong and durable wood. The wood is -whitish iin colour 
and close grained. The annual rings -are marked by more 
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numerous pores in the spr^ng^vood. The Wood seasons well 
and does not crackj warp, or shrink. It is easily worked, and 
takes paint or varnish readily. It is durable under water. 
•It is not attacked by white-ants, but is liable to dry rot. It is 
Tised largely for planking, furniture, door panels, carriages, 
well-curbs, and is in great demand for carving. ’ 

27. Heritiera Fomes (Sufidrt) is found in the tidal 
forests of Bengal, Burma, and the Andamans. It is a durable, 
heavy, extremely tough, very hard, close-grained wood. The sap* 
wood is white, the heartwood dark red. It shrinks consider- 
ably in seasoning. It is used for a great variety of purposes, such 
as beams, buggy shafts, planking, posts, furniture, and consider- 
ably in boat building, but has to be protected from the ravages 
of marine insects. It is the toughest wood in India. 

28. Lagerstroemia REGINiE {yariil, the Pywma of 
Burma) has a light red, hard, shiny wood, the annual rings 
being marked by a belt of larger pores. It is the most valuable 
tree in Sylhet, Cachar, and Chittagong, and is used in ship- 
building, all kinds of construction, as well as for carts. In 
Burma it comes next to teak in value, but is more suitable for 
interior •work than for use in exposed situations, 

29. MesuA ferrea {Nageshwar, the Cangav) of Burma) 
yields a very durable, heavy, rather brittle, extremely 
hard wood. The heartwood is dark red. The extreme hard- 
ness of the wood renders it very difficult to work, and so pre- 
vents its being more generally employed. It warps and splits 
when cut into planks or small scantlings. The heartwood is 
not attacked by insects of any kind. It is used in building 
construction, for beams of bridges, and tool handles. 

NORTH-EAST HIMALAYA. 

§ 57. In the hills of the North-East Himalaya, the chief 
local timber-producing trees, besides SHOREA ROBUSTA 
Sdl (page 76) and CEDRELA TOONA, Toon (page 78) are~ 

30, MiCHELiA EXCELSA {Champ) which produces a light. 
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very durable, str^ght-grained, fairly strong wood. The sap- 
wood is small and white, the heartwood when freshly cut' is of a 
yellowish-green colour, which darkens on exposure to an olive 
brown. The wood seasons very well, and neither cracks nor 
warps. The annual rings are distinctly marked by the firmer 
layer of wood produced in the autumn. It is very largely used 
for planking, furniture, and small scantlings, and is one of the 
best woods for these purposes in the Darjeeling district. 

31. Quercus lamellosa {BiU) is one of the most' 
important trees in the Darjeeling district. The wood is hard, 
heavy, durable, strong, cross-grained, and' tough. The sap- 
wood is small and whitish in colour, the heartwood is greyish 
brown, and shows a beautiful silver grain on a radial section. 
The annual rings are not distinct ; the medullary rays are very 
large and marked. The wood seasons fairly well, does not split 
but is apt to warp. It is used very largely in the construction 
of houses and bridges, for beams, door-posts, window-frames, 
and scantlings of all sizes. It is attacked by fungi. 

32. SCHIMA ‘Wallichu {Chilattni) is found in the Lower 
Darjeeling hills, and yields a moderately hard, tough, durable, 
straight-grained, strong wood. The wood is dark , reddish- 
brown in colour. The wood shrinks and warps consideablyr 
in seasoning. It is used for the beams of houses and bridges,', 
and in Assam for planking, and has been tried for sleepers. 

BURMA*. 

§ 58 . After Tectonagrandis, Teak (page 75) and LAGER- 
STROEMIA REGINiE, Pywma (page 83), the chief . timber- 
producing trees are the follorving — 

33. Dipterocarpus Alatus [Kanyin). The heartwood 
is reddish grey, moderately hard, smooth, and mottled. It is 
used in house-building and for canoes, but is not durable. 

34. Dipterocarpus tuberculatus (/;;) yields a moderJ 
ately hard, rough grained wood. The heartwood is reddish 
grey in colour. The wood is used for house-building, planks 
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and canoes in Burma. It should not be used where it will be 
exposed to the weather. 

35. Hopea odorata {Thingafi) yields a very durable, 
hard, close, even-grained, tough, fairly heavy wood. The 
colour of the wood is yellowish brown, and it contains a 
yellow resin, It is the chief timber tree of Southern Tenas- 
scrim, and is used for house-building as well as canoes and cart- 
wheels. 

36. Pterocarpus indicus {Padauk)t which yields a 
strong, moderately hard, heavy, very durable, straight and 
close-grained wood. The sapwood is small, the hcartwood dark 
red and slightly aromatic. It seasons well, is easy to work, and 
takes a fine polish. It is the most valuable wood produced in 
the Andamans, and is now being exported to England to be 
made into furniture. It is used for bridge and house-building, 
for furniture and carts, and yields good planks. 

The Andamans wood is on the average just as heavy as that pro- 
duced in Burma. The lieartwood is not attacked by white-ants. Accord- 
ing to Lazarus and Co. of Calcutta, it is very hard to polish. It is a 
splendid wood for building purposes, as it neither shrinks, warps, or splits. 
It is the only Indian wood which can be used instead of ash (Fraxinus 
excehior ) in gymnasiums. The wood is largely used for shingles in the 
Andamans. (C G. D, Fordyce.) 

37. ShOREA OBTUsa {T/itiya) has a lieartwood of the 
same colour as Sul (page 76), which is very hard and durable. 
The wood is more even grained than either Sdl or Ingyin (see 
below), and is used for the construction of canoes, in building 
and also for tool bandies. 

38. ShoreA SiAMENSIS ( Ingyin ) has a very hard, very 
heavy, cross-grained heartwood, similar in colour and struc- 
ture to that of Sdl (page 76). The medullary rays are fine, 
numerous, and cqui-distant. It is used extensively in Upper 
Burma in buildings and bridges. 

39. Shorea STELLATA {Kautigfimu) has a hard, rough 
whitish wood, which is used in making canoes and boats in 
Tenasserim. 

40. Xylia DOLABRIFORMIS {P^'tngado) yields a heavy, 
close-grained, extremely hard, durable, strong wood. The 
sapwood is small; the heartwood is reddish brown and 
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beautifully mottled. The annual rings are indistinct. The 
durability of the wood is probably partly due to the essential 
oil which it contains, as well as to its extraordinary density. It 
is heavy and difficult to cut. It is extensively used for bridge- 
building, posts and piles, telegraph posts, and sleepers. 

The difficulty in sawing up Pytngado is very much lessened if the 
logs are converted green, that is to say, immediately after felling. Sleepers 
so sawn are, however, apt to split, and are often protected from the sun by 
having straw thrown over them to prevent rapid drying (see also page 6i}. 
(C. E. Muriel.) 

Besides the above there are many other valuable timber 
trees in Burma, about which comparatively little is yet known. 

SOUTHERN INDIA. 

§ 59 . Teak (page 75) is the principal timber tree of 
Southern India; after it come PTEROCARPUS MARSUPIUM 
(page 81), XYLIA DOLABRIFORMIS (page 85), TERMI- 
NALIA TOMENTOSA (page 82), ANOGEISSUS LATIFO- 
LIA (page 78), CEDRELA TOONA (page 78), HARD- 
WICKIA BINATA (page 81), and MESUAFERREA. (page 
83), all of which have been described above. Of the trees 
which are peculiar to Southern India, the following are the 
roost important 

41. ArtOCARPUS INTEGRIFOLIA, the cultivated frnii 
tree; and 42, ARTOCARPUS HIRSUTA. Both species yield 
moderately hard, yellowish-brown woods W'hich season well 
and take a fine polish. The annual rings are indistinct. The 
wood is used for carpentry and furniture, as well as for house- 
building. 

43. Borassus FLABELIfoRMIs, the Palmyra Palm, is very 
\Videly used in Southern India for rafters. The rafters are cut 
from the outer portions of the stem, when the wood of the tree 
has become black ; when it is young it is white, mottled with 
black. The wood obtained from the outer portion of an old 
tree is heavy and durable. 

44. Dalbergia LATIFOLIA {Blackwooft). This is a fine- 
grained, hard, strong, heavy wood. The sapwood is large 
and whitish, the heartwood dark purple with black streaks. 
There are no distinct annual rings. It is used for furniture, 
cart-wheels, agricultural implements, and gun-carriages, as well 
as for combs and carving. 
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45. Lagerstroemia Microcarpa* {Benteak) yields a wood 
similar in properties to jarul (page 83.) The wood is red 
in colour and moderately hard. It is much used in building^ 
construction, and also for furniture. 

46. Pterocarpus SANTalinuS (the Red Sanders) yields 
an extremely hard, heavy, fine-grained wood. The sapwood 
is white, the heartwood purplish black, but when freshly 
cut, it has a blood-red colour. It is used largely for verandah 
posts, rafters, and agricultural implements, also as a dye-wood. 

BOMBAY. 

§ 60 > in the Bombay Presidency all buildings, with very few 
exceptions, are erected by the Public Works Department, and 
Teak (page 73) either from Moulmein or that locally grown, is 
almost exclusively used. In the Kathiawar District, LAGER- 
STROEMIA MICROCARPA,.ff«»/fa({r (page 87) is a good deal 
used ; and occasionally woods from the Malabar coast are utilized. 

' OUGEINIA DALBERGIOlDES {Tinas, is an import- 

ant wood in this Presidency, being unrivalled for cart and 
carriage poles. EUGENIA JAMBOLANA. {Jambhul) (page 81) is 
much used for well-curbs. ACACIA Catechu {Kheir) is used 
for constructions in the sea and in brackish waters, and is 
said not to be attacked by the Teredo navalis, Adina CORDl- 
FOLIA (page 78), Stephegyne parvifolia, and Thespesia 
POPULNEA, are also used in the construction of buildings by the 
Natives. 

§ 61 * In India, BAMBOOS are extremely important in all 
buildings of a small size. They are used for rafters, wall-plates, 
walls in small houses, and largely in -the construction of light 
bridges, and similar works of a temporary nature. The most 
widely distributed bamboos are Dendrocalamus strictus and 
Bambusa arundinacea, the latter being recognized by its thorns. 

In Bengal, Burma, and Assam there are other kinds of bam- 
boos of varying quality, which are practically used for the same 
purposes. One of the most extensively used bamboos in 
Burma is Cephalostachyum pergracile, the Burmese Tinwa^ 
In Lower Bengal the best kind is Bambusa Balcooa. 

Experience throughout India and Burma proves that the 
best wayof protecting bamboos of all kinds from the boring 
insects to which they are peculiarly . liable, is to immerse them 

1 laEcntromlii tanccolata. JFbK. to Hk. FI. Dr, Ind. 
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in water for a week or' lo days directly they are cut. The 
water probably washes off or kills the eggs of the insects 
(chiefly small beetles) which attack and do so much damage . 
to them. Bamboos which have been floated are much less 
liable to the ravages of insects than those which have been 
transported entirely by land. 

Experience in Madras shows that Bamboos cut \ when 
there is no moon are much freer from the attacks of insects than 
those which are cut in that part of the month when the moon 
is bright at night. {A, IV. Ltiskington.) 

§ 62. The following list gives the names of the woods in 
most common use for the purposes noted opposite lo them[ 
The description of the woods will be found on the preceding 
pages. 

Large scantlings in houses and bridges, or where strong 
timber of large dimensions , is required. — Teak, SAl, Padauk, 
Jarul, Benteak, Anjan, Pyingado, Deodar, Thingan, Bfik. 

Smaller scantlings, rafters, door-frames, etc. — Teak, 
Padauk, Jarul, Sissoo, Benteak, Sain, Bijas4I, Chir, S&I, Haldu, 
Dhauri, Jaman. 

Planking. — Teak, Jarul, Padauk, Benteak, In', Toon, Deodar, 
Chir, Rai, Champ, Sfll, Haldu, Jaman. 

Panels.— Teak, Padauk, Blackwood, Sissoo, Toon, Satin- 
wood, Kakar, Haldu, Chir, Jaman, Bijasftl. 

Furniture. — Teak, Padauk, Sissoo, Toon, Blackwood, 
Satinwood, Jack. 

Native houses, Posts. — Sain, Bakli, Bijas&l, S&l, Pyingado, 
Chir, Red Sanders, Rai, Kail, Deodar. 

Pafters.—Sil, Sain, Palmyra, etc. 

§ 63. In the table on pages 90 and 91 the value of P, the 
co-efficient of transverse strength, is found from the following 
formula ; — 

P_ W X L 
^ X rf* 

where P is expressed in pounds avoirdupois— 

' W = the breaking weight, or the weight in lbs., which 
when placed on the middle of the bar, causes it to 
break. 

L = the length of the bar between supports, in feet, 
b — the breadth of the bar in inches, 
d — its thickness in inches. , 
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The modulus of elasticity Ea 
.formula — 


Ed 



W 

X 


is obtained from the 


where L = the clear distance between the supports in feet, 
b = the breadth of the beam in inches, 
d ■= its depth in inches, 

W = weight supported at the centre of the beam in 
lbs., 

X = the deflection of the beam in inches. 

Ed is determined from the amount of deflection of a 
beam freely supported at its ends and carrying a weight at its 
centre. A modulus of elasticity is a number representing the 
ratio of the intensity of stress (of any kind) to the intensity of 
strain (of any kind) produced by that stress so long as the elastic 
limit (i, e., the maximum intensity of stress that can be applied 
to the material without causing an appreciable permanent dis.* 
tortion) is not passed. 

By stress is understood the forces which cause alterations 
of form, while strain is used to mean the alteration of form 
caused by the forces. 

R, the Resistance to Crushing, is the constant for each wood 
denoting the direct cohesion in lbs. per square inch obtained 
from the formula— 

P = R X A 


where P is the weight in lbs. which would tear asunder a 
piece of timber whose transverse section has an area of A 
square inches, 

P is the same as ^ of the Roorhee Treatise of Civil Engi- 
neering in India, Volume I, page 175, edition of 1878. The 
co-efficient K in the formula for strength of rectangular beams, 
of the table in Molesworth’s pocket book of Engineering for- 
mula:, pages 18 and 122 of the 21st edition, is equal to 3 P of 
this Manual. 

R is the same as f of the Roorkee Treatise of Civil Engi- 
neering in India, Volume I, page 175, edition of 1878. 

Ej is taken from the Roorkee Treatise of Civil Engineering 
in India. 

E of Molesviorth's elasticity tables in the work mentioned 
above is equal to 432 Ea. 



Table to show the weighty modulus of elasticity and transverse strength {P) and Resistance to 
crushing (<ff) of the most important Indian -timber trees and other materials. 
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SECTION VIII.— PREPARATIONS FOR PRESERVING 
OR BEAUTIFYING WOODS. 

§ 64 . The chief materials in common use for preserving 
or beautifying woods are— 

(1) Paint. I (3) Tar. 

(2) Varnish. | (4) Putty, 

(5) Linseed oil. * 

Paint and Tar are preservatives, while Varnish is used 
chiefly as a beautifier, as it brings out the grain of the wood. 
Putty Is used to correct defects in wood previous to the appli- 
cation of the other preparations mentioned above; and also to 
fix panes of glass in windows, etc. Linseed oil applied to wood 
darkens and preserves it. 

§ 65. Paint ordinarily used for the protection of wood or 
iron, consists of [a) a baset usually a metallic oxide in the form . 
of a powder which constitutes with {J>\ the vehicle^ a protective 
covering over the body to which the paint is applied. Linseed 
oil is the vehicle most commonly used. The durability of a 
paint depends largely upon the nature of the vehicle used. 
'When it is found that the paint resulting from mixing the base 
with the vehicle is not sufficiently liquid, (c) a solvent, may be 
added so as to allow of the paint being spread easily and evenly 
over the surface to which it is applied. The solvent most 
generally used is turpentine. When it is essential that the 
paint should dry very quickly, (rf) a drier may be added. Boiled, 
linseed oil is in itself a drier. When a paint of any particular 
shade is required, a colour or pigment is added. When a light 
shade is wanted, the substance selected for the base should be 
either white or some light colour, so as not to mask the pigment 
added. 

§ 66 . Bases. — The substances most commonly used, as 
bases s.k ' white lead, red lead, oxide of zinc, and oxide ofirott. 

White lead is a carbonate of lead and is a heavy white 
powder, which becomes grey on exposure to air ; it is insoluble- 
in water. White lead is sold in a powder, in lumps, or, else 
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ground in oil, that is, thoroughly mixed with oil to form a paste 
composed of white lead, to which from 7 to 9 per cent. of. linseed 
oil has been added. Paints ground in oil are liable to adultera- 
tion unless made by some well-known firm. Paint made from 
white lead improves by keeping so long as air is excluded. 
White lead paints are the best for the preservation of wood, 
as they are dense, of good body, and permanent. They are, 
however, commonly adulterated w’ith barytes (sulphate of lead) ; 
the presence of this latter substance can be detected by digest- 
ing a small quantity of the powder in nitric acid. White lead is 
readily soluble on‘ boiling the mixture, but barytes is insoluble. 
If the paint to be tested is ground in oil, the oil should be 
first burnt off. 

If a pound of lead paint of good quality be calcined^ it 
should yield half a pound of pure lead. 

Red lead is an oxide of lead, usually of a bright red colour. 
It is sold dry or ground in oil or varnish. Paints made from it 
are durable, and unaffected by light if pure. Red lead is largely 
used for painting iron ; it is also added to other paints as a drier. 

Oxide of sine is the basis of zinc paints j it is insoluble either 
in oil or water, but is easily dissolved in hydrochloric acid. It 
is w'anting in body and covering power, is difficult to work ; 
takes a long time to harden, weathers badly, being acted upon 
by the carbon dioxide present in the air, and is much affected 
by the organic acids which exist in unseasoned woods. It has 
no smell and washes well. Lead driers should not be mixed 
w’ith it ; sulphate of zinc or sulphate of manganese (1 ounce of 
the drier to 14 Ib of the base) are the driers which, if required, 
are best suited for mixing with this base. 

Oxide of iron is made from haematite, the ore being roasted, 
separated from- all impurities and reduced to a state of powder. 
Paints made from this base are free from all injurious ingre- 
dients, and are particularly suitable for the painting of iron. 
Their cost is about the same as that of lead paints, but they are 
really cheaper, as weight for weight they cover a larger surface. 

> Instmcttons for patnting new and otd icon and timber vrotfc for the use of the Bengal. 
Naispnr Railway ( Indian Engineering, September 15th, 1S94. ) 
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§ 67 . VBHICLES.— -Vehicles are usually vegetable oils which 
do not evaporate on drying. Linseed oil, the one most com- 
monly used, is expressed from the seeds of flax. Raw linseed 
eiloi good quality is pale in colour, perfectly transparent, 
sweet in taste, and nearly free from smell ; a dark colour, and 
slowness in drying are signs of an inferior oil. Boiled 
linseed oil is thicker and darker in- colour than raw linseed oil, 
it is used for external work as it has more body and dries more 
quickly. Raw linseed oil spread in a thin' film upon glass, 
which takes from 2 to ry days to dry, will, if boiled, dry in from 
12 to 24 hours, according to the hygrometric 'state of the air. 

§68. Solvents.— is the solvent most commonly 
added to make paints more Uquid. It should only be used when 
the paint is too thick to be worked easily. Solvents, being vola- 
tile, do not add to the preservative qualities of the paint, and 
should be avoided as much as possible. A little turpentine 
will prevent a paint exposed to the sun from blistering. Tur- 
pentine is produced by distilling the resin exuded from cer- 
tain conifers ; when pure its specific gravity is 0*87, and its 
boiling point i6o«c. It is a colourless liquid and has a pleasant 
pungent smell. It volatilizes on exposure to air, leaving, if 
impure, a resinous residuum. Good turpentine should evaporate 
if spread in a thin layer upon any substance in 24 hours. 
Commercial turpentine is often- adulterated with mineral oils, 
such as petroleum (kerosene). 

Pure turpentine- distilled at the Imperial Forest School, Dehra Dfin, 
from the resin which exudes from end ssrrfM has a 

specific gravity of 0-839. ®^nd boils at X634®— i66®C under a pressure of 
760 mm. and at 28* Cent. 

§ 69 . DRlERS are substances added to paints to cause the oil 
(vehicle) used to- thicken and solidify more quickly. They 
should not be used when the base and colour employed dry well 
in oil, nor should they be used in excess, as in that case they not 
only retard the process of drying but injure the resulting paint. 
They may be added to the oil used, in order to improve ,its 
drying qualities, or else they may be ground up in a small 
quantity of oil and added to the paint just before it is applied. 
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In India, ’boiled linseed oil added to raw linseed oil will 
visually be found sufficient for outdoor application. Litharge 
(an oxide of lead) is one of the substances most commonly 
used as a drier. Red lead may be used where the ultimate 
colour of the paint is not of importance ; it does not cause the 
paint to dry so rapidly as litharge does. 

§ 70. Proportion of ingredients in paints.— The pro- 
portions in which the different ingredients which form paints are 
mixed, differ very much according to the use for which the paint 
is required and with the character of the climate. One 
gallon of paint should cover 500 sq. ft. of wood surface. The 
following tables, which are extracted from the instructions’ for 
painting new and old iron and timber work, Bengal-Nagpur 
Railway, show the composition of paints which has been found 
suitable in India 



• 

Amount rbouihed to cover iod square fret of 

SURFACE 

Materials. 

Compos!* 
tion. 1 


New 

Timber 

work. 

Old 

Timber 

work. 

New 

Iron 

work. j 

Old 

Iron 

work. 


1 

1st 

coat. 

and 

coat. 

3rd 1 
coat, j 

Jst 

coat. 



2nd 

coat. 

1st 

coat. 

2nd 

coat. 



ib oz. 

lb oz. 

Ib oz. 

tb oz. 

1 

Iboz. 

lb OZ. 

Ib oz. 

iboz. 

0) oz. 

Black paint 

Ordinary 

moist. 

4 0 

2 2 

E 2 

3 4 

2 9 

3 4 1 

1 

1 12 

4 « 

2 8 

White do 

Ordinary 
moist white 
lead. 

4 4 

1 

2 12 

2 9 

4 0 

2 D 

3 0 

2 11 

3 0 

2 XI 

State do 

iS Ihs of 
white lead 
to I lb of 
lamp 
blacK. 

4 4 

! 

1 

'2 12 

2 9 

4 0 

2 0 

3 0 

2 II 

3 0 

j 

2 11 

Red lead do 

Sold dry, 
needs more 
oil than the 
next shown 
in tabic. 

4 4 

2 12 

3 9 

4 0 

2 O' 

3 0 

2 XX 

3 « 

2 IZ 


1 Indian Engineering, isth September iSm, 
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The actual amount of oil and turpentine required to thin 
colours to a state ready for application, depends upon the state 
in which the moist colours (*>., paints ground ' in oil) 'arrive, 
and whether they have been kept in wooden casks or metal 
drums, and also upon how long and with what care they have 
been kept. If kept in wooden casks, leakage and absorption 
into the casks affects each one differently. 

Paints intended for outside application require less boiled 
and more raw linseed oil than those prepared for inside appli- 
cation. Sufficient boiled linseed oil must be added, however, 
to ensure good standing powers. The following table shows 
the quantities of oil and turpentine recommended : — 


Nature of work. 

Lead paint 
whita. red, 
or slate. 

Boiled 

linseed 

oil. 

Raw 

linseed 

oil. 

Turpentine. 

iDsidework. . . 

28 fi, 

Sin. 

or 

4} pints. 

sift . 
or 

4f pints. 

15 ounces 
or 

I pint. 

Outside work 

28 U» 

J 

4 tk 
or 

3i pints. 

7 ft 

or 

C pints. 

15 ounces 
or 

1 pint. 


Vo oz. 

Note , — I gallon of boiled linseed oil averages - . . 97 

J)o raw do do • • 9 3 

Do turpentine . . . .87 

Paint mixed with boiled and raw linseed oil in equal quanti- 

ties will set thoroughly hard in 24 hours in inside and much more 
quickly in outdoor work. For painting iron, if oxide of iron and 
linseed oil be used, they should be mixed in the proportion of 
two parts of oxide to one part of oil; jIb of oxide of iron will 
cover nearly 200 square feet of sheet iron. 

§ 71 . Method of mixing the ingredients. — ^The colour- 
ing matter, if any be used, should be ground up in a little oil 
to a pasty mass. The base and the oil should be thoroughly 
mixed by stirring the beise into the oil, and when this operation 
is complete, the pigment (colouring matter), if any is required, 
should be added. 
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The paint should be thinned to the required consistency by 
the addition of linseed oil, and, if necessary, a little turpentine 
just before it is applied. The paint should be sufficiently liquid 
to allow of its being spread evenly and easily on the surface, to 
which it is to be applied by means of stiff brush. The oil added 
must be well stirred into the paint to ensure of its being thorough- 
ly mixed with the other ingredients of which the paint is composed. 

As a rule native painters only use the hand or a bundle of 
rags for applying paint. 

§ 72. Application of paint.— Paint should be applied in 
fine weather. The material to be painted should be dry ; it is not 
necessary that the air should be absolutely dry, but the paint 
should be applied, if possible, when the quantity of moisture in 
the air is decreasing. If the paint is too thick it cannot be 
worked thoroughly into the substance to which it is applied, nor 
will it lie evenly on that surface ; if, however, the paint be too thin 
it will not have sufficient body, and will in consequence be want- 
ing in durability and protective power. Paint should be applied 
with a stiff brush, the ends of the hairs of the brush only should 
touch the wood j the paint should be thoroughly forced into the 
pores of the wood, and should be laid on as evenly as possible. 
If two coats of paint are applied, the first coat should be 
perfectly dry before the second coat is added. If the paint is 
likely to be exposed to the sun, boiled linseed oil should be used, 
and the quantity of turpentine reduced. Only sufficient turpen- 
tine should be added as is necessary to make the paint work 
easily and prevent it from blistering. 

If not used quickly paint thickens, and a skin forms over it. 
In order to prevent this, its surface should be covered with water 
or a thin layer of linseed oil when not in use. 

§73. Preparation, of wood for painting.— The wood 
should be thoroughly dry. The surface should be clean, smooth, 
and free from dirt. All nails should be punched in so that their 
heads are' below the surface, and the holes left should be filled 
in with putty. All knots, especially those in resinous wood, 
should be kt’lled, that is, cut out to a slight depth and filled in with 
a putty made of white lead and oil. If old work is to be re-painted, 
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the surface should be scrubbed with soap and water ; to which 
washing soda [Sodium carbonate^ may be added with advan- 
tage. If the surface is greasy or smoky, it should be washed 
with lime water and rubbed with sand paper. All cracks should 
be filled up with putty. If the old paint is much blistered, it 
should be entirely removed by scraping and burning, or else 
by using a solution made by dissolving 2 ounces of soft soap and 
4 ounces of potash in boiling water, and by adding to it half a 
pound of quick-lime. This mixture should be applied while hot, 
and the old paint can be washed off after a lapse of from 12 
to 24 hours. 

§ 74 * The following information with regard to painting in 
India has been taken from the Bengal-Nagpur Railway Circular 
above referred to (see page -93, § 70) : — 

It is important that all paint should be thoroughly well mixed with oil 
before use. If this is not done the paint will consist of fine particles of colour 
each particle being coated with oil. The sun and air absorb the oil and 
leave only the dry colours to fall or rub off with ease. This mixing cannot 
be done thoroughly by any hand process, and for this reason unground or 
raw paints obtained from earths or ores in this country cannot be applied 
efBciently to bridges and other works far away from the necessary grinding 
apparatus. The use of ready manufactured moist paint (f. c., paints which 
have been ground in a patent mill with oil, and only require thinning for use) 
is therefore very advisable both for efficiency and on account of the trouble 
saved in the operation. 

Experiments made in other countries shew that lead paints are the most 
suitable and preservative for iron work. Either white or red may be used 
indifferently. The objections to their use is that they are expensive, and the 
colour of either alone is objectionable on large surfaces. Slate colour, com- 
posed of white lead and lamp black, is an efficient arid economical substitute 
as it contains sufficient lead preservative, and black is the best of all stand- 
ing colours, probably owing to its containing a certain amount of resinous 
matter which enables it to adhere to the work. 

Too much attention cannot be paid to the thorough cleansing of any 
work, either wood or iron, to which paint is to be applied. Paint put on too 
freely, either too thick or too thin, will dry unequally and never come to a 
good surface, but will show up its irregular surface through the coats which 
follow. In painting new -work the paint should be mixed a little thinner for 
the first coat than for those which follow. Wood work should stand un- 
painted for a year to allow of its seasoning thoroughly, as paint causes 
unseasoned wood to decay. 

Driers such as litharge need 'not be used. Boiled linseed oil will give 
the .necessary drying power. Boiled linseed oil should not be used in quan- 
tities more than requisite to ensure sufficient rapidity in, drying. What is 
sufficient ,for drying is sufficient to give the necessary solidity and. standing 
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power (durability) to outdoor work. TIus is better effected by raw than by 
boiled linseed oil owing to the superior elasticity of the former. 

Outdoor work should not be finished fiat. A flat coat (or one without 
gloss) is obtained by mixing a large amount of turpentine and very little oil 
with the paint. The turpentine evaporates speedily in the sun and leaves 
the dry paint to rub off with ease. Work finished flat is only admissible 
in interiors. 

In addition to the actual paint the following materials are required : — 

r. Paint brushes. Hog- hair for ordinary and sable for fine 
work, 

2-i Wire brushes, ? . , 

3. Brick or sandstone, J ® 

4. Pumice stone for clearing new wood work. 

5. Putty for stopping knots in wood work. 

Painting viood toork. 

New wood work should first be thoroughly cleansed with pumice and 
dusted with a dry brush. The first or priming coat is then applied. The 
coat is mixed with oil only and should be mixed thinner than the succeeding 
coats as more oil is absorbed by the wood. When dry, all cracks, knots and 
shakes in the wood should be slopped (i.e,, filled up) with putty, and the 
2nd and 3rd coats applied. Each coat should be allowed to dry before the 
next is applied. 

Wood-work to be repainted should be also first thoroughly cleansed from 
dirt, and decayed paint with pumice and should then be well dusted 
with a dry brush before the new colour is applied. When it is required to 
entirely strip old paint, a painter’s lamp should be used j this will soften 
the paint and allow of its being easily removed by a scraper. 

Painting Iron work. 

Iron work to be painted for the first time should be thoroughly cleansed 
from rust, etc., with wire brushes, soft bricks, and finally, dry brushes. When 
quite clean, it should receive a coat of new oil, slightly heated, and when 
this is dry a coat of prepared paint. When exposed to the sun its own 
warmth is sufficient to heat the oil. The priming coat for iron need not be 
thinner than the second coat. The latter should not be applied till the first 
is dry. Old iron work to be repainted should be brushed and cleansed of 
old decayed paint and rust as above described, and the colour applied in the 
same way. 

Requisition for painting materials. 

Two and a' half per cent, extra of raw linseed oil and turpentine should 
be ordered, and 5 per cent, of boiled linseed oil to allow for leakage. The 
boiled and raw linseed oil should be bought by the pound, the turpentine by 
the gallon. 

One lb of pumice is required per 1,000 sq. ft. of woodwork to be painted. 
Two large round dusting brushes, 2^ inches in diameter, should be indented 
for. The painting brushes should bcof two sizes : large, oval, zi inches by 
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inches, and smaller round ones, x to 2 inches in diameter. All brushes should 
be kept in water (covering the bristles) when not in use. Wire brushes 
should be ordered by number, pumice by the pound, and sand<paper by the 
quire; whiting for making putty by the pound. Putty for stopping wood* 
work should be made by mixing ilb of whiting thoroughly with 3 ounces of 
boiled linseed oil. 

§ 75 * Varnishes.— A varnish consists of a base which 
may be rosin or a gum and a solvent such as (1) oil, (2) 
turpentine, or (3) alcohol j the three last named bodies eva- 
porate leaving a thin transparent film of the rosin or gum 
on the surface to which the varnish has been applied. The 
quality of a varnish depends upon that of its ingredients : a 
good varnish should dry quickly into a hard, tough, perma- 
nent glossy film. Varnishes are nsed to give brilliancy and pro- 
tection to painted surfaces, and are also applied to unpainted wood 
to intensify and brighten the ornamental appearance of the 
grain. The substances most commonly used in making var- 
nishes are : (a) Colophany or rosin, which is obtained from the 
distillation of the crude resin yielded by some of the pines. 
Colophany is obtained either as an almost transparent, colour- 
less, yellow, or brown substance j it is very brittle. Gums, 
which exude from wounds made in the stems of certain trees 
are also used. Amber, a fossil gum, is the hardest and most 
durable of these. It keeps its color well, but is difficult to 
dissolve, expensive, and slow in drying. Cum animS which is 
nearly as insoluble, but not so tough, as amber, as well as 
Copal, Dammar and Mastic are also used. 

Solvents.-— Boiled linseed oil is the solvent for amber, gum 
animd, and copal, xvhile turpentine is used to dissolve mastic^ 
dammar, and rosin. Native varnish'ers are very apt Xo intro- 
duce giri (a thick red substance whibh entirely hides the grain 
of wood) into the varnish. 

Alcohol in the form of methylated spirit may be used to 
dissolve colophany, but should not be used when the varnish is 
exposed to rain, as water falling on it turns it quite ‘white. 

Prierf . — Litharge (an oxide of Ipad) and acefate of lead ^rq 
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used to make the varnish dry more quickly, but if used in large 
proportions are injurious. 

§T@. Oil Varnishes consist of amber, copal, or gum animd 
dissolved in oil ; the gum is slowly melted alone until quite 
fluid, and the clarified oil is poured in very slowly, the mixture 
being kept over a fire. The mixing of varnishes requires a con- 
siderable skill. Oil varnishes require a considerable time to 
dry, but when dry are the hardest and most durable of all 
varnishes, and are suitable for out-door work. 

Turpentine Varnishes consist of soft gums or rosin 
.dissolved in pure turpentine ; they are cheaper, dry more 
quickly, and are lighter in colour than oil varnishes, but are 
not so durable or tough. They will not stand exposure to the 
weather, and are consequently unsuited for external application. 

Turpentine varnishes are made by stirring the powdered 
rosin or gum into the solvent until the former is quite dis- 
solved; gentle heat is sometimes necessary to make the rosin 
dissolve properly. 

Four pounds of common rosin should be dissolved in one 
gallon of turpentine. A good turpentine varnish should dry 
so as not to be sticky in one or two days. 

§ 77 . Application of varnishrs.-^K wood-work is to be 
varnished, acoatofr/ae (seepage 49, §39) should be first applied 
so as to fill up any little inequalities in the wood. Another good 
plan is to rub the surface to be varnished with a mixture of 
whiting (powdered chalk) and pure raw linseed oil; a rag 
is first dipped in linseed oil, then into the whiting (see page 
103, §80) and applied to^th^surface to be varnished, the mixture 
being thoroughly rubbed j/^;o the wood. The whiting must not 
be first rubbed into the I .rood and the oil applied afterwards. 
By applying both togetlj^Y ^'^|;^cribed above, the grain of the 
wood is in no way hiddf pured, but is on the cbntrary 

improved. No calourinp®'^^*®*^hould be added to the varnish. 
When the coat of size olding^g and linseed oil is quite dry 
thp varnisb may be appre^K The surface of the wood must be 
qujte clean, and the bmJfies -psed frpp from dirt, The YRrnjsh 
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should be applied uniformly in very thin coats, especially at 
the angles. One pint of varnish should cover i6 square yards 
of surface with one coat. One coat of varnish should be 
allowed to become quite dry and permanently hard before another 
is applied. 

§ 78 Tar.—- Tar may be obtained either from coal or from 
some species of the genus Finns by destructive distillation. 
That made from coal is known as 7 ntneral, that from wood as 
vegetable or Stockholm tar. The preservative powers of tars 
are chiefly due to the creosote which they contain. 

Application . — Tar may be applied to wood, stone, and 
other substances in a similar manner to paint ; it should not 
be applied to unseasoned wood. The ends of pieces of wood 
which are to be embedded in masonry are commonly tarred to 
preserve them from decay. Tar is usually a very thick liquid, 
and before being applied should be cither placed in the sun for 
several hours in order to make it more liquid, or else should 
be gently heated for a few hours before use, to allow of its 
being worked easily. If colophany (page loo, §75) ox pitch (page 
102, §79} is available, take 6 gallons of coal tar, add to it t pound 
of rosin and i pound of pitch, and boil them together; the 
mixture should be applied while it is hot and consequently 
more liquid. If vegetable tar is used, the rosin should be left 
out. 

A good paint for coating iron may be made by mixing 
together — 

g gallons of coal tar, 

13 pounds of slakej’ lime, and from 
2 to 3 quarts of turperf me. 

The addition of the lime is ner^sgiffy to neutralize the free 
acids which are present in the ' ' 

§ 79 . Pitch is obtaine,f methyla.S^^^^^^ tsr by driving 
off by heat the water and pyroJq j,q|. acid which it contains. 
It is a solid, black, shiny resinous Sv,{j„ j^ice, and is chiefly used 
for caulking (i.e., rendering waterX.^^ht) the joints between 
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planks. The joints are first filled with hemp ; melted pitch 
is then poured over them and allowed to dry, 

§ 80. Putty is made of •whiting (pure white chalk reduced 
.to a very fine white powder), to which a little white lead (see 
page 92, §66), may be added. These substances are carefully 
dried and mixed with oil into a stiff paste. This paste should 
be well kneaded and left for 12 hours. White lead is added 
to make the putty hard and to give it additional strength when 
used for glazings i.e., fixing glass into window sashes. Putty 
should be mixed just before it is to be used ; if it is put on one. 
side for a time, it must be worked up again with fresh oil before 
use. 

Proportions of ingredients. — Ten pounds of whiting, one 
pound of white lead, mixed with enough boiled linseed oil to 
bring it to a proper consistency, makes a good soft putty. If 
a harder putty is required, more white lead should be added. 
Hard putties must be painted quickly in order to prevent their 
cracking. 

Putty is used for fixing panes of glass into windows, 
and also for filling up defects in wood, and holes made by nails 
in wood before paint is applied. In the former case, where the 
rebate of the sash is shallow, the proportion of white lead 
should be increased. 

§ 81. Linseed oil. — Woodwork may be materially pre- 
served by the application of linseed oil. The wood should 
be first thoroughly cleaned with soap and water, and when dry 
dusted with a dry brush. Raw linseed oil is then well rubbed in 
w'ith rags dipped in the oil and left to dry. The finest polish 
can be effected by the frequent application of oil in this manner. 
Neither heat nor weather affect it. Boiled linseed oil should 
not be used. 


CARPEJVfTRY AND JOINERY. 

, ^ ^ ^ ,jSection IX. 

f" building construction, scantlings of con- 

sideraoii. "^^^fthare often required which cannot conveniently be 
obtained in one piece, and jn such cases two or more short pieces 
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may be joined together in order to make the beam or scantling 
of the required size. The arrangement of the timbers in order 
to obtain the beam of the required length' or size is called a 
joint. Joints may be made in several different ways, depend- 
ing upon the purpose for which the scantlings are required, and 
whether the appearance as well as the strength of the joint has 
to be considered. "When scantlings are being joined, the fol- 
lowing general principles should be remembered : — 

(t) that the joints should be cut and the fastenings arranged 
so as to weaken the timber as little as possible ; 

(2) that each abutting surface should be placed as nearly 

as possible perpendicular to the pressure which it has 
to resist ; 

(3) that the area of the surface of each scantling should 

be proportional to the pressure which it has to bear ; 
and 

(4) that the surfaces brought together to form a joint should 

fit very accurately, so that all pressures and stresses 
(see page 120, § 99) may be distributed equally. 

The simpler the form of joint the better ; simple joints 
can be fitted very much more accurately and more easily 
than complicated ones j and if the surfaces brought together 
in the joint do not fit accurately, the advantages of the more 
intricate form of joint are to a great pxtent, if not entirely, lost. 

§ 83 . Joints may be classified according to the purposes for ' 
which they are required into — | 

(1) joints for lengthening pieces of timber f lapping, fishing, 

supported at either end I ^ or scarfing. 

(2) for lengthening beiams resting on f halving, notch* 

other beams or walls | ^ ing,and cogging. 

(3) joining scantlings fixed at right/ mortice and 

angles the one to the other t. tenon. 

{4) for connecting scantlings inclined to ^ 

each other at an angle other than > >que tenon 
a right angle | ) autre jo, at. 
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A‘ beam in compression is called & strut or brace’, one in tension 
is called a tie. Posts supporting a verandah are examples of 
beams subjected to a compressive force. The tie beam of a 
king post truss is in tension, while the wall plates supporting 
the rafters which carry a roof are subjected to a transverse 
stress. The tie beam of a king post truss is subject to a trans- 
verse stress as well as to a tensile force. A beam is said to be 
subjected to a shearing stress when the eifect of the forces 
acting on it is to tend to make it move over the beam to which 
it is fastened ; for example, the lower ends of rafters tenoned 
into a tie beam have a tendency to spread abroad, the force 
which causes this motion or tendency to motion is called a 
shearing force (sec also §99, page 1 18). 

§ 84 . Lap joint. — Lapping consists of laying one beam 
over another for a certain length and binding or bolting the 
overlapping portions together. The overlapping portions may 
be fastened together either by iron bolts passing through, or iron 
straps passing round the scantlings. 


« 

Fig. 25. 
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Figure 2S is an clevatio 7 t a lapped joint. The bolts which fasten the 
■ two pieces of wood together (..^1 shown in dotted lines and are not drawn 
to scale. Seale =s 5^. ^ 

This is a clumsy-lookijng joint, but is stronger than any more 
artificially constructed bc'am of the same thickness. 

§ 85 . Fish J01NT.--One of the simplest and best ways 
of lengthening a beam is^to bring the ends together, place plates 
of iron or tvood (called Ush-platcs) on cither side of them and 
fasten the beams and lhe( fish-plates together by means of straps 
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or bolts. This kind of joint is not suited to resist a cross strain, 
as the strength of the joint will in that case depend upon that 
of the bolts or straps used. Figure 26 shows a simple fished 
joint. 


Fig. 26. 
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Figure aS shows fl simple fished beam in elevation ; the fish-plates are of 
hard wood. Tlu joint is shown fastened with bolts on one side ef the joint 
and straps on the other. Scale = 

A simple fished joint is the one best iuited for lengthening 
beams in compression. In this case jStraps should be used 
so as not to decrease the strength of the beams. The depend- 
ence on the bolts or straps may be lessened by indenting or 
tabling the parts together, as shown \in figure 27, or by in- 
sorting wooden keys, vide the same figilre. Fish-plates should 
be applied to all four sides when the bqam is subjected to com- 


pressive force. 

Fig. 27. 
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Figure aj is an elevation a fished jointj tabled on the upper side and 
keyed on the loner side; the bolts and straps have been omitted in the 
drawing. Scale j 

These modifications of the simple Vished joint decrease the 
strength of the beam in proportion to tjhe depth of ' the indents 
made. If the wood shrinks very slightly and the bolts are not 
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tightened up, they no longer increase the strength of the joint. 
The sum of the areas of the bolts should not be less than -^th 
the area of the effective section (the section with the smallest 
area) of the beam. The bolts should not be placed near the 
ends of the hsh-platc^ ; nor should they be placed in one and 
the same straight line, but chequerwise as shown in figure 28. 



a 


Fig. 28. 
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Ftg'iire 28 is the pla\t of a fished beam showing- the chequer orrnnge- 
inent of the bolts on the fhlfploic ; 3 isthcfish-plaie, b the beam. Scale-=-^. 

If iron Jish-f>letes \s.re used, a thickness of ith of an inch is 
generally sullicicnt. li'a bard wood is used, the fish-plates should 
be 2i inches thick, an J if a soft wood is used they should be 
still thicker. 


I 

§ 86. Scarf.— A s 
pearance than cither a 
resulting beam is the 
ones. The joint is ho\|'ever not so strong as those described 
above. The simplest farms of scarfs arc the best, as they can 
be more easily and aiccuratcly made. The bearing surface 
of indents which undcrj'o compression should be perpendicular 
to the compressing forcie. Scarfed joints may be strengthened 
by the addition of fislij-plates or hard wooden keys or wedges 
(see figures 30 and ^1). The strength of heys or wedges 
should be proportional j to the strength of the other parts of the 
joint. .1 

k 

The actual form 'pf a scarf joint in any individual case 
depends upon the naltlrc of the strain which it is required to 
bear. :| 


:arfed joint presents a much neater ap- 
fished or a lapped joint docs, because the 
same thickness as the two component 
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Fig. 29. 


Scarf to resist compres- 
sion.— A scarfed joint con- 
structed to resist compression is 
shown in figure 2g. Such a scarf 
may be strengthened by the ad- 
dition of fish-plates as shown in 
the figure, but these arc not 
essential to the construction of 
the joint itself. The bearing 
surfaces, a b and a' b' should be 
equal, as jarge as possible, and 
perijendicular to the compress- 
ing force. This joint is unsuited 
to resist a cross stress or a 
tensile force. 


Figure 29 shows ihe elevaiion of a searfei beam strengthened with .fish 
plates, constructed specially to resist eempression}, Seale = 

§ 87 . Scarfs to resist TENSioN.—Figure 30 shows the 
elevation of a form of scarf commonly U5»cd in joining beams in 
tension ; it is a difficult joint to make prfoperly, and is not suited 
to resist compression as the indents arOj oblique. 

Fig. 30. ' 


JO sftovis in eUvaitQn a scuTfed beams a, ■, a are^cedges driven into the 
beam from either side to keep the joint from ope sting out. From Tredgold’s 
Carpentry. Scale s 
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One of the scantlings is shaded to show the nature of the 
joint more clearly. The joint may be kept -together by two 
wedge's of hard wood (fig, 30), or else by a key, as shown in 
figure 31. This scarf is much strengthened by the addition 
of iron fish-plates, see fig. 33. 

Figure 31 is the elevation of another form of scarf which 
is stronger and easier to make than the one shown in fig. 30. 
If wedges are used td complete the joint they should be only 
driven home sufficiently far to bring the surfaces of the beams 
which form the joint into their proper bearing. It is not neces- 
sary to have a key if bolts are added. 


Fig. 31, 



F*S' 31 sham in devaiion a form of scarfed beam to resist compression 
and tension ; a is the vthiek keeps the joint tight. From TredgohPs Car- 
pentry. Scale — 5 * 0 . 

§ 88. Scarf to resist tension and compression.— The 
scarfed joint given in figure 31 is adapted to resist compression 
as well as tension even without fish-plates ; where the beam is 
in compression only, the; scarf given in figure 29 should be used. 
The length oi c a (figure 31) should be eight to ten times that 
pi c 6 in hard woods, sixteen to twenty times in the case of soft 
or straight grained woods. 

§ 89 . Scarf to resist cross strains. — ^When a beam is 
subjected to a cross stres s, as for example, the tie beam of a roof 
truss, the indents or tab! 's (see page lofi, §85) in the upper half of 
the beam arc comprcssecy while those in the lower half arc sub- 
jected to a tensile stress.* Consequently the indents in the upper 
half should be cut pcrpc^idicularly to the direction of the pres- 
sure, while those in the jower half of the beam should be made 
oblique. Figure 33 shows’ a scarfed joint constructed to resist 
a cross strain. The strength of the lower side depends upon 
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the bolts or straps. A joint subjected to a cross stress is 
stronger if scarfed vertically, as shown in figure 32. 


Fig. 32* 



Eigim 3> shows the platt of a beam scarfed vertically, and fished so as 

to resist a cross strain t a a are the tronfish- plates. ScaU = ■jV 

1 

\ 

Fig. 33. 



Figure 33 is the eltvalion of a scarfed ami fished joint constriielei to 
resist a cross strain {after Tredgoldf. Seale =s t’o* 

Scarf to resist a cross strain and tension.— The 
scarfed joint shown in figure 33 is suited to resist both cross 
strains and tensions. The distance 6 c should be as great as 
possible in order to resist the transvefse strain. A fish-plate 
may be added to the lower surface of the beam in order to 
strengthen the joint, | 

§ 90 . Tredgold’s practical rules for proportioning 

THE DIFFERENT PARTS OF A SCARF.WThe total length of the 
scarf depends upon the kind of wood used. For tough, strong 
woods the grain of which is curved, suci? as oah (Qucrcus Robur) 
and elm (Ulmus sp.sp.) in Europe; or Sissoo (Dalbergia Sissoo) 
or ^'^/{Shorea robusta) in India, the length of the scarf should 
be six times the depth of the beam wbcD no bolts are used ; when 
soft, straight-grained woods, such as arc obtained from The coni- 
fers, are joined, the length of the scarf should be twelve times 
the thickness of the beam. When thej scarfed joint is strength- 
ened by the addition of fish-plates it/i length should be three 

I Ttcdgold’i Elemnis of Catponliy, bj Hoist, stH Edition, iBSj, pnpw joi, 30}, 
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times the thickness of the beam for oak and hard woods, and 
six times that thickness for the conifers and soft woods. When 
indents are made in addition to fish'plates and bolts, the whole 
length of the scarf should be twice the depth of the beam 
in the case of hard woods, and four times that depth in the case 
of soft woods. 

§9], Halving. — Scantlings which are supported on 
beams or walls are most simply lengthened by cutting away half 
the thickness of each beam, so that the remaining portions 
may exactly fit each other as is shown in figure 34 . 

The total thickness of the resulting joint is the same as that 
of the original beams. The two halved portions may be fastened 
by a wooden peg to prevent their drawing out. 

Fig. 34. 



plates. 


Figure j./ shovis a sketch^af the joint generally used in lengthening wall 


Figure 25 shows the usual way of joining wall plates and 
other beams which cross each other at an angle when there is 


not space to permit of the ends projecting. 



Figure 35 shovis how wjall plates may be joined at an angle of a 
building. I 

.§ G2. NOTCHlNG.--’iVhfs form of joint is a modification of 
halving. A piece of wo 'od is cut out of one of the beams only 
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when the notch is a shallow one j or out of both of the beams to 
be joined if the notch is a deep one, as is shown in figure 37, 
and the cut portions are fitted together. 


Fig. 36. 



I 

Figure 36 shows a rafter notched on to a wall^ plate t the rafter a is seen 
in elevation, the wall plate b in section. Seale ss 


Fig. 37. 



Figure 37 is a sketch to show the methodlof double notching two beams 
together. ' 


Common rafters are notched on to the purlins which sup- 
port them and to the wall-plates upon which they rest ; joists 
supporting a floor may be notched on to the wall-plates upon 
which they rest and wall plates may be notched on to each other. 

§ 93 . Cogging.— -The cog-joint is a still further modifica- 
tion of the notch, and is used when itlis of great importance to 
weaken as little as possible one of the^, scantlings to be united 
together. ' Figure 38 shows the end of U tie beam cogged on to 
a wall-plate. . 1 


} 
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Figure 38 shows the end of a tie heam cogged on io a wall-plate: the tie 
' beam is in elevation, the wall-plate in cross section. 


The wall-plate is cut as shown in figure 38 ; a piece of wood, 
the cog, being left ; the tie beam is cut so as to receive the cog. 
This form of joint is preferable to halving when the cogged 
beam is supported throughout its whole length, 

§ 94. Mortise and Tenon Joint.— The common mortise 
and tenon joint is employed when a vertical piece of timber 
is to be joined to a horizontal one. The ienon is formed by 
dividing the end of the vertical beam into three equal parts 
cutting out the two rectangular pieces at the sides, and leaving 
the portion in the middle as shown in figure 39. 


Fig. 39. 




Fig. 40. 



Figure 3Q shows an elevation of a tenon and a section through a mortise 
s s are the shoulders of the tenon, and c c are the cheeks of the mortise. 

Figure 40 is a sketch of a mortise and ienon joint showing, liow the 
joint is put together. 


114 


BUILDING MATERIALS. 


The mortise is the name given to the corresponding rec- 
tangular hole cut in the horizontal beam into which the tenon 
fits. 

In practice the tenon is made a little shorter than the mortise, 
so that the shoulders of the tenon may bear firmly on the upper 
surface of the lower beam. The sides c e (figure 39) are called 
the cheeks of the mortise, the portions j i are called the 
shoulders of the tenon. 

§ 95 . Oblique Tenon. — When scantlings are inclined to. 
gether at any angle other than a right angle are joined together, 
the tenon has to be modified in form. 

Figure 41 shows a good, strong, oblique tenon. It will be 
noticed that the cheeks of the mortise are cut down so as to allow 
the whole width of the inclined scantling to rest on the horizontal 
beam, in order to obtain as large a bearing surface as possible. 
The tenon prevents literal motion. 

The face a b (Fig. 41) should be perpendicular to a e; the 
length of a i should be a little more than half the thickness of 
the rafter. The thickness of the tenon should be about one-fifth 
of that of the rafter. The joint at c should be left a little open 
to prevent the settling of the roof causing a strain on the joint 
at b. 

Fig. 41. 



Figure 41 IS the elevation of the joint between a principal rafter (R) and 
ihefieheam{T)<faiingposttntss} theUnon if shown in dotted lines. 
Scale 

Fig. 42. 

11”! T 


Figure 42 is the plan of the tie beam, showing the notch cut i» it to 
receive the tenon, Scalesr-^. . 
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This joint may be further strengthened by the addition of a 
strap passing round the rafter and bolted through the tie beam. 
This strap will counteract the shearing force which tends to 
cause the end of the rafter to separate from the tie beam. 

Fig. 43. . 



An oblique mortise and tenon 
joint may be used to frame an 
inclined beam into the head or 
foot of a post, In this case the 
head or foot should be enlarged 
so as to form a square abutment 
for the inclined beam to rest on. 
The tenon should be made the 
whole depth of tlie inclined 
beam j the joints should be left a 
little open at a so as to allow for 
settlement, (See figure 43.) 


Figure 43 is an elevation of a king post shovnng hov the principal 
rafters and stmts arc tenoned into it. The dotted lines show the shape of 
the tenons {from “ Notes on Building Construction ”)• Scale — -pj. 

§ 96 . Mitre Joint. — ^Thc joint between a strut and the 
beam which it supports, in the case of a simple truss (a framed 
assemblage of timbers) for supporting the longitudinal beams of 
a bridge, may be formed by catting the ends of the timbers 
which form the joint so as to exactly fit each other as shown in 
figure 44, Such a joint is known as a mitre joint. 

The ends of the beams to be joined arc so cut, that when 
brought together, the cut surfaces meet accurately, and the 
pressure upon every portion of the cut surfaces is equal. If 
the cut surfaces are only partially in contact the joint is very 
much weakened. 
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Fig. 44 . 



straining beam, and C C part of the longitudinal beam. 

Two iron straps, placed one on either side of the beams 
joined, are usually added to further strengthen this kind of 
joint and to prevent lateral motion. The straps are bent, 
placed down the centres of the beams to be joined and bolted 
through them. 

§ 97. Tie or Brace Joints. — W hen two scantlings in- 
dined to each other at an angle are united, such as two rafters 
joined by a collar, the latter is in tension and it is very import-i 
ant that the joint between the end of the collar and the inclined 
scantlings should not draw out. In order to prevent this, a notch 
in the shape of a dove-tail should be cut in the rafters just deep 
enough to afford a bearing for the collar to rest on ; the end of 
the collar beam should be cut so as to fit into this notch, and the 
two scantlings nailed .or pinned together. 


Fig. 45. 



Figure 4S is a skeieh of the joint between a collar beam and a rafter. The 
end of the collar beam is joined to the rafter by a dooe-tailed notch. The 
joint is further strengthened by a trenail. 
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§ 98 . Suspending pieces may be used, instead of king 
posts, to connect the struts and tie beam, in roof trusses ; 
and in the construction of bridges when it is not possible to place 
a truss under the principal beams which carry the roadway Of 
a bridge. Figures Nos. 46 and 47 show a front elevation and 
side elevation of a suspending piece to- support the struts and tie 
beam of a king post truss. 

Fig. 46. Fig, 47. 



Figure 46 is a sidt eltvalion, undf^ttre 47 a froni elevation of a king 
fast, made of. tao stispending pieces, a a (figure 46) are blocks of ssood, d 
an tron stirrup fastening the suspending pieces to the tic beam ; c, c are the 
principal rafters} b, b the braces or struts; c'the tic beam, and f, f the balt^ 
zehieh fasten the suspending pieces together. Scale = 

The suspending pieces arc best made in two thicknesses. 
The rafters and struts are placed abutting .against each other, 
and the suspending pieces are notched on to them. Blocks of 
wood are placed between the suspending pieces, and the bolts 
fastening the suspending pieces together pass through them. 
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§ 99, Some of the physical properties of matter 

AND THE LOADS AND STRESSES TO WHICH THEY ARE SUB* 
JECTED.^ 

The following short explanations of some of the more com- 
mon terms employed in describing the physical properties of 
materials^ and the stresses which may be exerted on them will 
be found useful. 

Physical properties of mrrER .— Pliability is the ten- 
dency of a body to change its form temporarily under different 
stresses. 

Stiffness or rigidity is the reverse of pliability, and expresses 
the disinclination of some bodies to change their form under 
stresses. 

Elasticity is the property which all bodies have (in a greater 
or less degree of perfection) of returning to their original figure 
after being distorted {i,e., strained) by any kind of stress. The 
elasticity is said to be perfect when the original figure is com- 
pletely and quickly recovered. It is said to be imperfect when 
the original figure is not completely recovered but remains per- 
manently distorted to a certain extent. The distortion pro- 
duced is called a permanent set or simply a set. 

It has been found by experiment that the elasticity of 
most building materials is practically perfect up to a certain 
point. When stresses below this point are applied and removed, 
the strain, distortion, or change of figure is only temporary. 
Stresses above this point cause sets. The elastic limit of a 
material is the maximum intensity of stress that can be applied 
to it without causing an appreciable set. This limit is however 
for a continued rather than a temporary stress. 

A morfK/KS d/e/dJri'ct'ty is a number representing the ratio, 
of the intensity of stress (of any kind ) to the intensity of strain 
(of any kind ) produced by that stress, so long as the elastic 
limit is not passed. (Jec also page Sp). 

The modulus of tensile or compressive elaticity is formed by 
dividing the tensile or compressive stress, as the case may 

1 NotctonBslIdlnsCoiiltracUOB, iSSp, Fart III, Appcadli, Ritlngtou, Londra. 
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be, expressed in lbs per square inch, by the respective 
elongation or shortening expressed as a fraction of the length 
of the body. In most building materials the modulus of tensile 
and that of compressive elasticity are practically equal to one 
another so long as the stresses do not exceed the elastic limit, 

Deflection is the bending caused by a transverse stress : if the 
intensity of the stress be below the elastic limit the deflection 
will disappear when the stress is removed ; but if the inten- 
sity of the stress be in excess of the elastic limit, a permanent 
set will remain. 

Brittleness is the inclination to break suddenly under any 
stress. 

Hardness is the property of resisting indentation or wear 
by friction. 

Toughness is defined by Rankinc as the greatest strain 
which a body will bear without fracture. 

Load. — The combination of external forces acting upon a 
structure or part of a structure, constitutes the load which it 
has to support. The load may be either (i) dead or (2) live. 

Dead load is that which is very gradually applied, and which 
remains steady. For example, the weight of the structure 
itself; the roofing material resting on a roof- truss. 

Live load is that which is applied suddenly, or is accom- 
panied by shocks and vibrations. A cart passing over a bridge 
or a sudden gust of wind acting on a structure arc examples 
of live load. Practically a live load produces in most cases 
very nearly twice the stress and strain (see page 120) which 
a dead load of the same weight would produce. 

The breaking load for any structure, part of a structure, 
or piece of material, is that dead load which will just produce 
fracture in the structure or material. 

The working load is the greatest dead load which the 
material can with safety bear m practice. 

The factor of safety is the ratio in which the breaking load 
exceeds the working load. This ratio varies with the nature of 
the load, and the nature of the material as is found by experience. 
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STRESSES.—.S’^rffM and strain are words which are often 
used indifferently either to mean the alterations of figure pro- 
duced in a body by any forces, or to mean the forces producing 
those alterations. Strain has, however, recently been taken 
to mean the alterations of form caused by the forces, and stress 
to mean the forces producing these alterations. 

Materials are subject to the undermentioned stresses which 
produce strains, and, when carried far enough, fractures, as 
stated in the accompanying table— 


Stress. 

Strain. 

Fracture, 

Tensile or T 

Pulling. 5 

C Stretching 
t Elongation. 

^ Tearing. 

Compressive ■) 
or Thrusting. J 

C Shortening 
tSqueeaing. 

J Crushing. 

Transverse ■> 
or Bending > 

Bending 

Breaking across. 

Shearing, 

Distortion. 

Cutting asunder. 


Intensity of stress is the amount of stress on a given unit of 
surface, and is expressed in lbs or tons per square inch. 

Tke ultimate or breaking stress on any piece of material, is 
the stress producing by the breaking load. 

The working stress is that produced by the working load. 
It is always much smaller than the proof stress in order to leave 
a margin of safety to cover defects in material, etc. 

Strength.— rewflCjVy or tensile strength is the resistance 
offered by material to tension, that is to a stress tending to 
tear it asunder, as for example the tie rod of a roof. 

Strength to resist crushing is the resistance offered by a 
material to a compressive stress, thrust, or pressure. Such a 
stress tends to make it shorter and eventually to crush it. 
Examples : a short column supporting a weight, a strut which 
keeps two walls from falling toward each other. 

Shearing strength is the resistance offered by a body to 
being distorted by one part of it sliding on another part. Thus 
if two lapped iron plates united by a rivet be drawn longitudi- 
nally in opposite directions, the rivet tends' to shear by the 
upper plate sliding upon the lower one. 
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Transverse strength is the resistance offered by a body to 
forces acting across it, tending to bend it, and eventually break 
it across. Thus, a beam supported at both ends and loaded 
over any part of its length bends downwards and tends to break 
across. When a body is subjected to a transverse stress, some 
parts of it are in compression, some in tension, and others are 
exposed to a shearing stress. 

Strength to resist bearing is the resistance offered by a 
material to being indented or partially crushed by another 
body pressing upon it. Thus a beam may be indented by the 
end of a post resting on it. 

The ultimate strength of any material is the intensity of 
stress required to produce fracture in any specified way. 

§ 100 . Stresses to which scantlings may be sub< 
JECTED. — The forces of tension and compression act in tlic 
direction of the length of the beam. A tensile stress has a 
tendency to increase the length of the beam, while a compres- 
sive stress has exactly the opposite effect. 


Fig 48. 



Figure 48 is a sketch of a beam tn tension; the arrows indicate the 
direetion tf the tensile stresses acting on the beam. 

Fig. 49. 



Figure 49 shows a beam in eamfiressioii, the arrows indicate the direC’ 
tion of the compressive stress. 

When a horizontal beam is at rest with these forces acting on 
it (see figs. 48 and 49), the two stresses are equal. If the beam 
is fixed at one end and pressure applied at the other in the 
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direction of the length, and if the equilibrium of the beam is 
maintained a force is generated at the fixed end called the force 
of resistance^ which is at least equal and opposite to the force 
applied at the free end and is in many cases greater. 

Pillars or posts and struts in trusses are the most common 
examples of the parts of a structure subjected to compression. 


If W be the weight of a 
pillar or post and A the force 
attributed to the post by the 
weight carried by it, then the 
forces which act on the post 
are A+ W in a downward direc- 
tion, and B which is equal to A 
+ W in an upward direction. 
B is in reality a part of the re- 
sistance of the ground (or what- 
ever material supports the post) 
to compression. The total resist- 
ance offered by the ground is 
always considerably greater 
than the downward force exert- 
ed on it by the building in the 
case of a stable structure. 


Fig. 50. 





Ptgtirc So shows the direciioK of the 
tresses whieh act oa a short post sup- 
porting a weight. {N, C. Macleod.) 


Fig. 51. 



Figure 51 shows a horieontal beam subjected to a transverse stress. 
The two ends are supposedto be fixed, audthe force C applied at right angles 
to the length of the beam. {N, C. Macleod.) 

* 

When there is stability, forces A and B (resistances) are 
generated at the two fixed ends, so that they are together 
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equal in magnitude to the force C and W the weight of the 
beam. 

The force acting on the beam shown by the arrow C in 
figure 51 exerts a transverse stress on the beam. 

The tie beam of a king post truss is in tension, while the 
wall plates supporting the rafters, which carry a roof, are sub- 
jected to a transverse strain. The tie beam of a king post truss 
is subject to a transverse strain as well as to a tensile force. 

A beam is said to be subjected to a shearing stress when 
the effect of the forces acting on it is to tend to make it move 
over the beam to which it is fastened ; for example, the lower 
ends of rafters tenoned into a tie beam have a tendency to 
spread abroad and move along the tie beam to which it is joined, 
The force which causes this motion or tendency to motion, is 
called a shearing force or stress. 

§ 101. Fastenings. — In order to strengthen the joints made 
between scantlings, the pieces of wood which are joined together 
may be fastened, as has been mentioned above, by bolts or 
straps. In addition to these forms of fastenings the following 
are in general use. 

Pitining is the process of inserting a pin of hard wood or 
iron through the timbers forming a joint, in order to prevent its 
different parts from separating one from the other. Pins are 
also sometimes added to mortise and tenon joints to prevent 
them from opening out. 

Pieces of wood may be fastened together by means of nails^ ■ 
spikes, or trenails. Spikes are long iron nails used for fas- 
tening large scantlings together : trenails arc pieces of hard 
wood or bamboo used like nails. They should be used in posi- 
tions where iron nails would rust ; they should be split out of 
the log, not sawn. If they are sawn, the fibres of the wood, if 
not quite straight, would be cut through and the strength of the 
trenail in consequence be considerably diminished. Trenails are 
usually made from f ths to f ths of an inch in diameter, and from 
6 to 8 inches long. They should be made out of strong, tough 
wood with a fairly straight grain. Iri the Punjab and in Notth- 
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ern India generally very good and durable trenails are split out 
of the culm of the common bamiboo (Deiidrocalamus strictus) 
with an adze. The culm of a bamboo is particularly well suited 
for the purpose, as it is very hard, durable, and straigKt- 
grained, and does not shrink so much as wood in dry weather, ■ 

Screws should be used where the work may have to be 
taken to be pieces, or where driving in a nail might split the 
wood. If used in damp places, the screws should be made of 
copper or brass, instead of iron. Iron screws are much cheaper 
than either copper or brass ones. 

Before the screws are placed in position a hole slightly 
smaller than the diameter of the screw to be used is bored in 
the wood, and the screw placed in position by means of a turn* 
screw. 

Nails are much cheaper than screws, and are far more 
. rapidly put into position ; native carpenters have a great ten- 
dency to use screws where nails would do quite well, and this 
has to be watched. 

Bolls are used either with or without fish-plates to 
strengthen joints. The holes made in the beams to receive the 
bolts weaken it to a slight extent. If the beam shrinks and 
the bolts are not tightened up, they give but little additional 
support. They can be very easily tightened up, however. The 
bolt itself is circular in section, and one end is formed into a 
solid head which is usually square and larger than the bolt 
proper. The other end of the bolt has a thread cut upon it and 
is furnished With a movable nut. The dimensions of bolts 
depend upon the strain which they are required to bear. The 
diameter of the head of the bolt and the nut is the same, and is 
usually one and three-quarter times that of the diameter of the 
bolt itself ; the thickness of the head should be three-quarters of 
that of the diameter of the bolt, and the depth of the nut is the 
same as this diameter. The nut and head of the bolt are usually 
made either square or hexagonal in shape. 

Washers2Lt& flat discs, usually of iron, used with bolts and 
placed between the nut and the wood lo prevent the former from 
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injuring the wood through which the bolt passes. For coni* 
fees and soft woods generally, the diameter of the washers should 
be three and a half times that of the bolt ; for S&l {Shorea 
robusta) and hard woods two and half times this measurement 
will be suiheient The thickness of the washers should be one- 
half that of the head of the bolt. 

Plates may be used instead of washers to prevent the 
sharp corners of the nuts from injuring the timber. They 
considerably strengthen the joint to which they arc applied. 
Plates are usually made of iron, but, if this is not procurable, 
may be constructed of well-seasoned hard wood. 

Straps are often used instead of bolls in order to strengthen 
or form joints. They do not pass through and so weaken the 
beams, as bolts do. They are generally made of flat strips of iron 
li to2 inches broad. The thickness of the straps depends upon 
the quality of the iron and the strain which it has to bear ; } inch 
will be suflicient for ordinary purposes, Str.aps should be so 
fixed that the strain upon them comes in the direction of their 
length. The straps used to strengthen the joint between an 
inclined beam and a horizontal one are called heel straps. A 
strap, such as is shown in figure 46, page 117, used to fasten a 
tic beam to a suspending piece is called a stirrup. Branched 
straps are often meed to strengthen the joints of beams meeting 
each other at an angle. 

§ 102 . DOOHS. — Ordinary doors should not be made le.'^s 
than 2 feet 9 inches wide.and 6 feet 6 indies high. The usual 
width for a door opening is from 3 to 34 feet. Entrance 
doorways may be made of any dimensions w’hich will suit the 
character of the building. If a door is more than 34 feet wide, 
it should be hung in two equal portions or leaves as they are 
called ; if the door is hung in two Ic.avcs, the leaves themselves 
arc lighter and require less space when the door is open. A 
common way of determining the height of the door is to make 
it 4 feet higher than its width. 

A.s a rule, doors should open inwards from a person enter- 
ing the room, and should be placed .so as to hide as much as 
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possible of the room when partly open. External doors are 
usually made to open inwards ; in this case the frame of the 
door should be protected from the weather by a projection of 
the wall (see Reveal^ pa|[e 128), External doors which open 
inwards should be protected by a porch or else fitted with a 
weather board (see page 135, § 107) projecting beyond the sill 
in order to prevent the rain from beating in under the door. 

In exposed positions, where the rainfall is heavy, the doors 
should be made to open outwards, so that the rebate cut in the 
door-frame (see page 128, § 103) may prevent the rain from 
entering into the house. Where some of the rooms are small, 
the doors should be made to open outwards from the smaller 
rooms. 

§ 103 > Door-frames. — Doors are fastened to wooden or 
iron frames. The frame of a door, if of wood, consists of two poets^ 
a top sill or a lintel and a bottom sill, 'fhe upper extremities 
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of the posts are tenoned into the horizontal piece called the 
head or lintel (see figure 52), while the lower ends or feet are 
similarly fixed into the sill. 


Fig. 52. 



Ptgure $2 is an elevation of a door-frame showing the rebate and the 
horns (A), Scale=^. 

Figure is a cross section on A B through one the posts of the door 

frame to show the rebate. Sealezs^g. 
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The sill should be made of hard wood or stone. A stone 
sill is better than a wooden one for an external door, as it is 
more durable. The feet of the posts may be placed in caswron 
shoes provided with a projecting spike, by means of which they 
can be fixed into the sill. The door-frame may be built into 
the masonry as the wall progresses, or it may be fastened to 
wooden plugs, wooden bricks, or slips built into the wall for 
this purpose after the walls have been completed. If the door- 
frame is fastened into the wall as it is being built, the ends of 
the lintel should be made to project beyond the posts on either 
side so as to form horns ; these are included in the wall and 
keep the door-frame from moving. The horns of the door- 
frame should be tarred or painted before being placed in posi- 
tion. The posts and head are usually made from 4 inches by 
3 inches to 4^ inches square according to the size of the door. 
The recesses (reveals) left in the external walls to receive them 
must be similarly proportioned. For a 3-feet door opening, 
the posts and head should be 4 inches by 3 inches ; for a 
5-feet opening, they should be 5 inches by 4 inches ; while if 
the door-way is 7 feet wide, they should be 8 inches by 5 
inches. These recesses are often omitted in India, but are 
very necessary for external doors in order to protect the door- 
posts from the weather. 

A re-entering angle, the reiafe, is made round the inside of 
the posts and head of the door-frame, and the door when shut fits 
into this angle. The rebate is shown clearly in the cross-section 
through the post of the door-frame in figure 53. The depth 
of the rebate is the same as the w'idth of the door, while its 
width is usually about ^ an inch, as this is sufficient, to allow of 
the door fitting closely to the frame, and to prevent a draught 
and also to keep out rain. The portion of the wall built out 
into the door-opening to form the recess into which the post of 
the door-frame is fitted is called the reveal, 

§ 104 . Kinds of doors. — The simplest kind of door is the 
ledged door ; it consists of boards placed vertically, batted 
against each other, and connected by two or three horizontal 



carpentry and joinery. 


129 


pieces called ledges. The meaning of the term butted will be 
apparent on reference to figure No. 54, 


Fig. 54 


fjg. 55 . 




Ffg. 58. 



Figurt$ 4 showa plain butted joint. Figure 55 a rebated joint. Figure 
56 a rtbaUd, grooved, and iongutd joint. Figure 57 a grooved and tongued 
joint. Figure $8 a beaded, tongued, and grooued joint. Seale = -jn. 

Figures 54, 55 and show how the joints are affected by the shrinkage 

of the wood. (From notes on Building Construction.) 

The ledges should be fixed on to the inside of the door. In 
the better classes of lodged doors the planks may be rebated, 
or grooved and tongued together (see figures 56 and 57) • the 
joints may also be beaded to prevent their opening out being 
apparent (sec figure 58). The rebate cut in the door-frame 
should be the same depth as the thickness of the door, if the 
ledges are cut so as to be the same width as the door-opening. 
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5 106 . A Framed and braced door consists of a frame 
in -which the planks fit, strengthened by a middle or lock rail as 
well as diagonal braces. The ends of the braces are tenoned 
into the styla (the upright portions of the frame), and into the 
rails (the horizontal portions of the frame). The upper end 
of the braces should be fastened to the rails only ; the lower 
end may be .fastened into the style or the style and rail. The 
braces and lock rail should be thinner than the rest of the 
frame by the thickness of the boarding, which is nailed to 
them. 

§ 107 . A panelled door consists of a frame-work of 
narrow pieces of wood of equal thickness, fastened together 
with mortise and tenon joints, and grooved on the inner side to 
receive the panels (see fig. 60, page 132). Ordinary panelled 
doors have four panels. If the upper panel is replaced by' 
panes of glass it is called a sashed door. 

The panels may be formed out of one piece of wood, or 
may consist of several narrow pieces of planking fitted in a 
slanting position into the door-frame. In this case the planks 
should be tongued, ' grooved, and beaded (see page 129). The 
advantage of the second form of panel over the plain panel is 
that it can be made with narrow planks. Planks 3 to 6 inches 
wide arc commonly used for this purpose. 
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antis. Seals— -is- ' o fpet 6 inches above 

Th. ce.te ot th. lock ran should be 2 feet 

the ground. 
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Figure 61 shows a sashed door in elevation and section. The 
names of the different parts of the doors are given in the de- 
scription of the sketch. 


Fig. 61. 



> Cross Section an AB. 


Figure 6: shows the outside elevation of a two-leaved sashed door and 
a cross-section of the door .along AB, f isthe door-frame, h the bottom rail, 
I the lock rail, and t the top rail of the dpori s i^ the style, h s the hanging 
style, p, p the panels, g, g the panes of glass, s b the gash bars. Scale = 
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In some parts of India, where it is an object to keep ouf the 
light as* well as the heat during the middle of the day, at some 
seasons of the year, the glass portion of the door may be re- 
placed by Venetians (a blind made of thin battens set in a 
frame), or a Venetian may be fixed outside the ordinary door or 
window, so that light can be admitted or excluded at will. The 
space between the styles is filled with a series of wooden battens 
fixed so as to slightly overlap each other when closed. An 
iron pin is placed in the centre of the end of each batten and 
fits into a hole cut in the styles of the window or door-frame 
to receive it. The battens are all connected centrally with a 
wooden rod, and by moving this rod up or down, the battens 
may be made to shut down on each other so as to exclude 
all light, or to open so as to admit light and air. 

A better, though slightly more expensive method, is to have 
two pins attached to each end of the battens, of which the Vene- 
tian is made up. The lower pins at both ends of the battens 
are fastened into the style of the frame in the usual way, and 
the upper ones fit into a separate frame which lies flat against 
the styles when closed. This is much stronger and neater than 
the old pattern of opener. {F. A. Lodge,') 

Wooden frames, over which wire of a very fine mesh is 
stretched, may be fastened outside windows or in door-ways 
during the hot weather and rains in the plains of India, with 
a view to allow of free ventilation, and at the same time to keep 
out all kinds of insects. These wire screens should be screwed 
on to the window or door frames so as to allow of their being 
removed when not required. 

The window sashes or the leaves of the doors may be re- 
moved and these screens substituted for them. 

A two-leaved or folding door is one which is hung in two 
leaves, one leaf being -fastened to either side of the opening. 

In order to prevent rain water getting underneath an 
external door or window in an exposed position, the door step 
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or window sill may be •weathered, i.e., given a slight outward 
slope. A weather-hoard should be fastened on to the lower 
part of the door or window sash itself to prevent the rain 
from entering the room. The weather-board consists of a 
piece of planking nailed on near the bottom of the door, and 
^placed in a slanting position, so. that the rain beating against 
the door is carried off and falls beyond the sill. 

When a door or window is exposed to rain, a sloping frame- 
work of wood covered with iron sheets or planks is often 
fastened to the wall just above the opening to prevent the rain 
from beating into the house. 

§ 108. Sliding doors. — Large and heavy doors with metal 
wheels attached to the top or bottom rail, may be con- 
structed so as to run upon iron rails fixed either above or 
below the door. These doors open laterally. 

§ 109. Windows. — The size of windows is regulated to a 
great extent by their outward appearance and the actual require- 
ments of the room as regards light and ventilation. 

The breadth of a window should be ^th of the sum of the 
width and height of the room (Chambers), and its height from 
two to two-and-half times its width. The total area of light 
should be equal to the square root of the cubic contents of the 
room (JIforr/s), 

Another rule for finding out the total area of light in a room 
is that there should be i square foot of window space for every 
125 cubic feet of space in the room (Ga/ton). 

- The window sill of casement windows (see § no, page 138) 
should be feet above the ground, but this is of course really 
a matter of choice. 

If the windows do not reach nearly up to the ceiling, open- 
ings or small windows should be made near the top of the walls 
in order to ensure the thorough ventilation of the .room. Care 
should, however, be taken not to place these ventilation windows 
on the most sunny side of the house, for that would increase 
the temperature of the room considerably. 



BOILDWG MATERIALS. 


136 

A window consists of two parts : (i) the sash into which the 
panes of glass are fixed, and (2) the fratne into which the sash 
itself fits. The sash is the window proper in the ordinary sense 
of the word. It may be fixed ; hinged at tlie sides so as to open 
like a door either in one or two leaves ; hung on pivots fastened 
near the centre of the side of the sash ; or suspended by lines 
passing over pulleys. In the last case, the free ends of the lines 
are fastened to counterweights ; the window-frames are hollow, 
and the counterweights move up and down in a vertical direc- 
tion in them. In all the other cases the window-frames are 
solid, and a rebate is cut all around the window-frame. The 
sash, when closed, fits into the rebate. 

Windows should open outwards unless protected by a 
verandah. The rebate should be cut on the outer side of the 
frame, so that any rain water which finds its way between the 
sash and the window-frame may be prevented by the rebate 
from entering into the room: if windows .arc made to open 
outwards, there is less chance of their being blown in by the 
force of the wind, and there is also the convenience of being 
able to put things on the window sill. 

The sash consists of rails, styles, and sash-bars tenoned 
together. Figure 62 shows the elevation of a simple casement 
window. The construction of the sash is nearly the same for all 
the kinds of windows in common use. 

Hgtitt 62 is a half inside, half outside elevation of a eosemmi vemda-ji 
wth a scetiou across the several halves of the vaindotv along AC and BD, 
.s, a is the vindaviframe ; s, s the styles ; and h. s, h. s the hanging styles: 
s. b, s. b the sash bars: Ur is the tof rail, and b. r the hatiom rail of the 
window sash; g is the glass and p the puUysphieh helps to keep the glass in 
position ; b, b are the bolts by ■ahieh the wudove is kept shut, jeaff ss j>j. 
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In a fixed sasb the vertical sash bars are tenoned into and 
run continuously between the top and bottom rails, and are 
mortised to receive the horizontal sash bars. In casement and 
French windows the horizontal sash bars should be continuous. 
The sash bars have a double rebate on the outside to receive the 
panes of glass. Sashes are usually made from to 2 inches 
thick, the rebates are about ^ an inch deep and i inch wide. 
The styles and top rail are usually about 2 or 3 inches, and 
the bottom rail 3 or 4 inches wide. 

In India the kinds of windows in most general use are — 

(1) the casement window, 

(2) the French window, 

(3) the swinging window. 

§ no. Casement WINDOWS are those in which the sashes 
are hinged vertically : they open like doors. The window- 
frames are solid, the rebates should be cut on the outside and 
the windows should, in consequence, open outwards. Casement 
windows are usually hung in two leaves, each leaf consisting of 
a frame and horizontal sash bars. In this form of window it is 
difficult to prevent the rain from entering where the two leaves 
meet ; the joint between the two centre styles may be cut as 
shown in figure 63, and be further protected by a bead fixed to 
the outside of the centre style in order to keep the rain out. 

Fig. 63. 


Otrtside 



Inside 


Figure 63 is a cross-section through the icintbetween the itao centre styles 
of a easement wndono, showing the arrangement by which the rain is kept 
out. a, a are the centre styles s his a beaded slip of wood screwed on to the 
outer style. Scale 

A weather board (see page 135, § 107) may also be fastened to 
the lower rail of the window sash if the rain is found to beat 
into the room. 
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§ 111« When a casement window is extended down to the 
floor, it is called a French window; such windows serve the double 
purpose of doors and windows, and are very generally used 
in India. French windows usually open out into verandahs j 
if they are not protected in this manner, it is difficult to keep 
the rain out unless a weather board is fastened to the bottom 
rail of the sash. 

§ 112. Swinging windows are fitted into solid frames. 
This form of window is well adapted for openings high up 
out of reach, but is not suited for large windows. The sash 
bars are usually made the same thickness as the frame of the 
window sash. For ordinary purposes 1 1 inches is a suitable 
thickness for the sash frame. When the windows are out of 
reach they can be opened and shut by means of a cord hanging 
down in a loop ; one end of the cord should be attached to 
the top rail and the other to the bottom rail of the sash. 
Two horizontal pivots are fastened to the middle of the stjdes 
of the window sash and fit into small iron sockets let into the 
window-frame to receive them. The sash rotates on these 
pivots. The lower part of the window opens outwards. The 
horizontal sash bars, if any, should be continuous. The window 
is rendered water-tight by the addition of a bead to the upper 
half of the outside of the window frame. A bead is also 
placed on the lower half of the sash, on the outside, for the sake 
of appearance. 

The bead (batten) on the outside of the upper half of the 
window-frame prevents the rain from beating in between the 
sash and the frame, for no rebate can be cut in the window-frame 
itself since the upper part of the window opens inwards. The , 
rebate cut on the lower half of the window-frame into which the 
sash fits keeps the rain from entering into the room by the 
lower half of the window, but a beading similar to that placed 
on the upper half of the window-frame is added to the lower 
half of the sash, for appearance sake. 

§ 113. Glazing. — The operation of putting panes of glass 
into the sash of a window is csX\eA glazing. Figure 64 shows a 
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section through part of a sash to show the method in which the 
glass is fastened to the sash bars. 

Fig. 64. 




Figure 64 shows one method of glueing a window. The drawing is a 
vertical section through part of the sash of a window, g is the glass, p the 
putty, s b the sash bar, t r the top rail of the sash. Scale =s 

The glass is cut into the required shapes and sizes with a 
diamond. The dimensions of the pane should be slightly less 
than that of the frame into which the glass is to be fixed, so that 
the edges of the glass do not touch the wood-work of the sash 
bars anywhere. If the glass was cut so as to fit the' sash very 
exactly the slightest expansion of the wood ^yould cause it to 
crack across. A thin layer of putty (see § 80) is spread over the 
narrow part of the rebates, the glass pressed firmly against this 
and the superfluous putty squeezed out. Small brads should be 
added to keep the glass firmly in position while the putty is 
being applied. ' The- putty is put on, the face of the glass all 
around the edges so as to fill up the rebate. The putty 
should not project beyond the front of the rebate. The sash 
should receive one coat cf paint before the glass is put in. 
The glass should be put in from the outside of the window, 
the putty being visible from the outside only. The putty 
should be painted to protect it from exposure to the weather, ' 
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The panes of glass in the houses in a Forest Division should 
be all of one size (say 12" X 8") so as to avoid confusion when 
repairs are required. {A. G. Hobart- Hampden^ 

In Burma, panes of glass are frequently fixed into the sash 
by nailing thin strips of cane instead of putty. (G, /?, Long.) 

§ 114. Fastenings and hinges for doors and win- 
dows,— In framed doors the upper hinge should be fixed on to 
the edge of the style just 'below the lower edge of the top rail, 
and the lowest hinge just above the level of the bottom rail, the 
middle one, if necessary, being placed intermediately between 
these two. Two hinges, one near the top and one near the 
bottom of the hanging style, are sufficient for light doors and 
windows. 

Casement and French windows require fastenings to secure 
the sashes when shut, and also to keep them partially or wide 
open as may be required. A common form of fastening is a flat 
iron bar pivoted to the lower rail of the sash ; holes are drilled 
in it at fixed intervals throughout its length : these may be 
placed on a pin fixed to the sill of the window-frame and the 
window kept partially or completely open by this means. 

An iron rod ending in a hook, pivoted to the sill, and fitting 
into an eye attached to the lower rail of the sash, is often used 
to keep a window open, but if this be used the window can 
only be fixed open in one position. 

Casement windows which arc hung in two leaves require 
flush bolts at the top and foot of the style of the leaf which 
closes last in order to secure the window when shut. 

Small slips of wood with a notch cut at one end to receive 
the hanging styles of the door or window arc often used in 
India to keep them open. These slips of wood (see figure 65) 
are screwed on to the sill of the door or window, and can be 
pushed forward so as to receive the corner of the hanging 
style of either of the leaves of the dopr or window when open 
and thus prevent it from turning on its hinges. 
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Fig. 65. 



Ptgurit 6s is a sketch ^ a door catch which is screwed on to the sill 
of the door-frame in common use in Northern India. 

A small rectangular block of wood fastened by a hinge to the 
post of the door or window frame, half way up, is sometimes 
substituted for the door catch shown in hg. 65, 

Handles to doors and windows are very often forgotten 
when houses are built, but are very necessary, and can be made 
locally extremely cheaply and in many ways. 
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Part II— BUILDING CONSTRUCTION. 


— — 

SECTION I.— FOUNDATIONS. 

§ 115. The stability of a building depends primarily upon 
its foundations. All soils are compressed more or less by the 
weight of the supported building, and the amount of compres- 
sion varies with the nature of the soil and that weight. Under 
light constructions the amount of settlement of compact soil 
will be unappreciable. Under heavy structures there may be 
some settlement, but so long as the sinking is uniform there 
will be no injury to the structure, though its utility may be tem- 
porarily impaired. Uniformity of settlement must be obtained 
by distribution of pressure" and by structural precautions. 

The term foundation has been applied botli to the surface 
on which the lower courses of a wall are laid, and to the lower 
courses themselves. This procedure is apt to lead to confusion ; 
the term foundation should be applied to the lower courses of 
masonry only, and foundation bed to the earth surface on 
which those courses are built. 

§ 116. Soils. — Foundation beds may be on rock, hard 
earth, compressible earth, sand, clay, peat, wet and marshy 
soils or quicksands. Solid rod of considerable thickness and 
not liable to decompose forms the strongest foundation. The 
surface of the rock should be cut away to a horizontal plane, 
or to a series of planes in steps, so that the foundation courses 
are sunk into sound rock. A heavy structure must not be built 
on a thin seam of rock overlying soft earth. As the dressing 
of a rock surface is expensive, rock foundations are seldom 
adopted in forest works. Hard earth forms a good foundation 
bed for ordinary buildings. In stony earth and hard clay 
trenches are dug just wide enough to receive the foundation 
of the wall, and to a depth unaffected by the weather. Clay 
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does not always furnish a good foundation bed when subjected 
to weather influences. It expands when wetted and contracts • 
when dried, and is then liable to yield unequally to the pres- 
sure of the building. When exposed, clay is liable to disin- 
tegrate, and in some cases to decompose ; it checks natural 
drainage by percolation. Clay foundations must always be well 
drained, and all access of surface water to the foundation bed 
prevented. Compact gravel and sand are practically incom- 
pressible when unable to escape either vertically or laterally. 
The foundation bed must therefore be deep-seated when there 
is any risk of escape. Lateral escape may be prevented by 
driving down planks or rectangular beams with edges in close 
contact, forming two enclosing wooden walls. No deep excava- 
tion must be made near the foundations, and any existing 
hole must be filled with compacted material. A sandy soil 
allows free percolation of rainfall and other water, and the 
foundation bed is kept fairly dry j still, all access of water should 
be prevented. 

It is the experience of many that black cotton soil should be 
wholly removed over an area at least 5 feet larger each way in 
the horizontal plane than the actual area covered by the build- 
ing. To save more expensive material the excavation may be 
filled with moram, watered and well rammed down. Moram 
consists of small nodules of coarse laterite mixed with fine 
gravel, which is found in beds more or less all over the Central 
Provinces and Berar. ^A. E. Loiarie.) 

Compressible and variable earths should be avoided unless 
special methods are adopted for making the foundation bed 
incompressible under its load ; wet and marshy soils should, if 
possible, not be built upon. If a building has to be constructed 
on wet or marshy soil, it should be made as light as possible,, 
and may be supported on poles (technically called piles) driven 
down into the soil until they reach a fairly stable substratum, 
or may be floated on a platform of sound material, such as 
gravel, sand, or concrete, resting on the soft ground’. 
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For a description ot piles and pile driving reference should be 
made to Volume II., Part IV., Bridges, Section IV., § iro etseq. 

§ 117 . Ordinary firm earths will support a pressure of 
I ton to the square foot, softer soils J ton and less. In the 
Punjab f ton is usually taken as the pressure which ordinary 
soils will bear with safety, 

Mr. H. Leonard, Public Works Department, states that a 
suitable load for the alluvial soil in Bengal is i ton per square 
foot, the depth of the foundation bed below the surface of the 
soil to be not less than 4 feet nor more than 6 feet, the 
thickness of the first or lowest course not less than 18 inches, 
and the narrowing of the foundation or footing courses to be 
at an angle of 45°. 

In soft, easily compressed soil, the foundation bed may be 
covered with a broad layer of concrete of a thickness of 12 
inches and upwards, according to the weight of the building. 
Such a precaution is rarely necessary in ordinary forest 
buildings, which arc, as a rule, light, and it is generally possible 
to select a site where the soil is sufficiently strong to support 
the weight of the building. 

No building should be built on recently-made earth, i.e., 
newly-deposited earth. Newly-made earth will settle and con- 
solidate for some months after deposition, unless thoroughly 
compacted.by ramming. The time required for settling depends 
upon the nature of the earth of which the bank is made. A full 
year should be allowed in ordinary circumstances. 

The construction of a building partly on solid ground and 
partly on made earth should always be avoided, as it is one of the 
most fruitful sources of the cracks which sometimes appear in 
the walls of a building after it has been completed- and has 
stood for some months. 

Light buildings may be placed on ground formed chiefly 
of blocks and fragments of stone, sufficient time being 
allowed for the ground to settle thoroughly before the struc- 
ture is built. 
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If the roof is supported partly on posts and partly on walls, 
as is usually the case in forest buildings in the plains, the 
foundation beneath the verandah posts should be as strong and 
unyielding as that under the walls. Access of surface water 
to foundation beds should in all cases be prevented, and they 
should be well drained. 

The foundations should be carried down below the reach of 
influences which might cause a. change in the subsoil of the 
foundation bed. {T. E. Ivens, P» TV. D.) 

§ 118 . Excavation of the Foundation Bed.-— Before the 
foundation beds are excavated, the position of the walls of the 
building should be all marked out by means of pegs, driven 
into the ground beyond the area of the excavation, and giving 
the angular points of the building by strings stretched from 
peg to peg. If the building is an important one, trial pits 
Should be dug at intervals of 5 to 20 or 30 feet apart to ascer- 
tain the nature and depth of subsoil. The foundation bed 
must be in one plane, or if the ground surface is on a slope, in 
a series of stepped horizontal planes } on slightly uneven ground 
the surface may be roughly levelled, using a straight parallel- 
edged board and a spirit-level, or a triangular set-square frame 
and a plumbob ; if the ground surface be more uneven, the 
relative height of frequent points along the site of the walls 
should be ascertained, so that the foundation beds may be 
properly stepped in horizontal planes. 

The set-square frame and plumbob, mason’s square (see 
§139. page I74)j maybe used for rough levelling as follows : drive 
firmly into the ground wooden pegs, those on the lower ground 
projecting to a sufficient height ; apply the masori’s square 
truly levelled to the side of a peg on the lower ground, and 
adjust its height till the line of sight along the lower surface of 
the horizontal limb cuts the next higher peg at the level of the 
ground. Make a mark on the peg at this exact position ; the 
difference of level of the ground at the two pegs is the vertical 
distance from the mark to the ground. The pegs should be 
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driven in line vdiere practicable. The battering rule figured in 
Volume II., Part III., Section VI., Fig. 29, page 84, can also be 
used. 

An Abney's Level (see Volume II., Part III., page 49) can 
be used for ascertaining approximately differences of level, and 
the ordinary *' dumpy level with spirit tube mounted on the 
telescope tube for determining these accurately. 

§ 119 . Foundations. — ^The foundation bed of any struc- 
ture should be formed perpendicularly to the direction of, and 
be of sufficient area to support, the pressure due to the slruc* 
ture and its loading. 

The area of the foundation bed is proportional to the load it 
has to carry. Having ascertained by direct experiment, or 
from a suitable example, the load per square foot which the 
foundation bed can safely carry, divide the total load due to 
the structure by the safe load, and the result is the area in 
square feet of the foundation bed. A cast-iron plate, or a 
stout timber platform, 4 feet square, may be loaded till it 
begins to sink into the ground, and one-fourth to one-third of 
this load per square foot may be taken as a safe load. 

Take the lesser load when the structure is to be subjected 
to severe vibrations. In exceptional cases of a steady load 
the factor, for safety, has been raised to two-thirds, and in 
doubtful cases has been taken as low as one-sixth to one-eighth. 

The widened area of the foundation bed is lessened, as the 
foundation courses are constructed, by narrowing courses 
called footings, and the narrowing in each course, or layer 
should not exceed, and is often less than, the thickness of the 
course. For a single course of bricks the narrowing is usually 
2^ inches, for a double course of 4^- inches if the pressure is 
light, and 2 i inches if heavy, and in like proportion for stone 
blocks. If there arc more than three courses of brick footings, 
the first or lowest course must be at least two bricks thick. 
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Fig. 66. 



Figure 66 is a vertical section through a wall to show how the footings 
of the foundation are formed. a,-a shows the ground surface, b is the wall, 
c a floor joist, d the wall plate on which the floor joists rest. The height 
of the plinth is p : the outer surface of the plinth is weathered. {Scale 
= *•) 

Foundations are generally made of stone blocks or bricks set 
in hydraulic lime mortar, but where a large area has to be 
covered, or a great bulk is required, they may be constructed of 
hydraulic lime, or cement, concrete. The largest stones'avail- 
able should be used in making the foundations of a wall, more 
especially at the corners of the structure. 

The foundations should be allowed set perfectly hard 
before the walls proper are begun. 

Permanent drains should be made to intercept and lead 
away the surface and percolating drainage, and to keep the 
foundations dry, unless the soil is naturally sandy. The sur- 
face of the ground should be sloped away from the building in 
every direction ; the slope may be, if necessary, protected by, an 
apron of concrete or brick paving. 

If the building is on sloping ground, a large masonry-lined 
drain should be made on the up-hill side, in order to intercept, 
the surface drainage which runs down the slopes of the hill 
above. Where there are no gutters attached to the eaves of 
the roof, this drain should be continued right around the build- 
ing beneath the eaves. 

When concrete is used in foundations, it should be put 
down in layers not more than 6 inches thick, and. each layer 
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should be well consolidated by ramming before another is 
added. The narrowing of a footing course in concrete resting 
on clay should not be more than four*sevenths its thickness. 

§ 120 . Plinth. — ^The narrowing of the portion of the found" 
ation wall, which is above the surface of the ground and 
below the level of the ground floor, is called the plinth. The 
same term may be applied to the walling beneath the plinth 
course and above the footings. For this narrowing specially 
moulded bricks may be used, with one edge cut off or splayed 
so that the plinth slopes outwards and downwards (see Fig. 66, 
page 148), or the plinth course may be of bricks set on edge in 
cement, and the outer upper edge cut of! to a bevelled surface^ 

The top course of the plinth, before the wall of the supcrstruc> 
ture is commenced, should be btick-on-edge all over the building 
(if bricks are available) and under every wall. This gives 
better sills for the doors, and also allows of the outer edge of 
the plinth being bevelled. {/?. N, Hodges^ P, W, £>.) 

The height of the plinth varies very much. In unhealthy 
localities it may be necessary to make a high plinth, in order that 
the floors of the rooms may be raised well above the level of the 
ground. A high plinth adds very much to the expense of a 
building, as it necessitates additional construction to sup* 
port the floor of the rooms, especially in. the plains, where 
wood cannot as a rule be used on account of its liability to the 
attacks of white-ants and fungi, which induce decay. 

In the Madras Presidency, when a plinth is required, the 
whole building is constructed on a scries of arches, which are 
frequently high enough to serve as boxrooms, dog kennels, etc. 
The spaces between the crowns of the arches are filled in with 
.masonry and the cross walls built upon the arches. The span 
of the arches does not as a rule exceed 8 feet. 

In some parts of Bengal, Assam, and Burma, where range 
and other houses arc built of w'ood with mat walls and a thatched 
roof, the wooden floor of the building should be carried on 
beams resting on the tops of posts firmly embedded in the 
ground, raising the floor the required number of feet above 
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the surface of the ground. Where bricks are not too costly, 
brick-work pillars from one to one-and-a-half bricks square 
should be built to carry the floor beams, and also the posts sup- 
porting the roof. 

§ 121 . Protection against White-ants.— White-ants 
[Termes spp) do not, as a rule, enter buildings whose walls 
and foundations are constructed of stones or bricks set in 
lime mortar. Before constructing a new building in the plains, 
we should be very careful to satisfy ourselves that there are no 
white-ants already on the area on which the building is to 
stand, as it is much easier to prevent white-ants from entering 
a building, especially one built of earth or sun-dried bricks, 
than expel them from a building that they have once entered. 
White-ants are not usually found, in large numbers, in soils 
which contain a large proportion of sand. 

The surface of the ground of the proposed site, and for a dis- 
tance of 20 feet all round, should be carefully stripped of all 
vegetation, so as to tender any new burrows of white-ants 
distinctly visible ; and, if any burrows are discovered, the ground 
should be dug up until the nest of the wbite-anis is reached, and 
this, as well as all the queen-ants that are found in it, should be 
destroyed. If thequeen-ants are destroyed all the workers will 
disappear. If this operation be carefully done, there will be 
comparatively little chance of the ants appearing in the building 
after it has been erected. A continuous layer of asphalte (a 
mixture of mineral pitch and sand or limestone) throughout the 
thickness of the walls would probably effectually keep out 
white-ants. 

t 

Yellow arsenic {Hartal) has been used with great success 
in keeping white-ants out of buildings. The arsenic should be 
mixed with the concrete, mortar and plaster used in the floors, 
foundations and plinth of the building, as wpll as in the first 3 
or 4 feet of the superstructure. The solution of arsenic, if 
■used, should be confined to the foundations and the interio.r of 
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walls, as it is a virulent poison. The following quantities will 
be sufficient 

For concrete 4 lbs. of arsenic per 100 cubic feet. 

„ masonry ^ ,, do. do. 100 do. 

„ plaster ^ „ do. do. 100 square feet. 

The foundations and plinth of buildings constructed of mud 
or sun>dried bricks should be made of masonry or brickwork 
with a view to keeping white-ants out of the superstructure. 
This it does not always do, as the white-ants will sometimes 
construct their burrows on the outside of the masonry or brick- 
work, and so find their way into the wall above. 

The washing over of the bed joints of three consecutive 
courses of the sun-dried bricks immediately above the founda- 
tions with a solution of arsenic applied with a large brush has 
been found to be effectual in keeping white-ants out of a 
building in Madras. The walls were coated with plaster (see 
Part I., page 48, § 38). (F. A, Lodge.) 

An extract made by crushing the leaves of Adhatoda Vasica 
{Bansa) in the water used in mixing the mortar is said to be 
a preventative against white-ants. The leaves of this shrub 
have an exceedingly bitter taste. 

§ 122 , Choice of Site for a Building.— The selection of 
the site of a building depends very much upon the object for which 
the building is to be constructed. In a town there is practically 
very little choice, as the building must be constructed on such 
ground as is available. In other cases the varying circum- 
stances permit general rules only to be stated. The site for a 
building should be chosen on well-drained high ground, easily 
accessible to the. mode of locomotion in general use in the dis- 
trict, and on a sandy or gravelly rather than on a clayey soil. For 
a dwelling-house, if it is impracticable either' for physical or 
pecuniary reasons to bring water to the house, the site should 
be within reasonable distance of a good water supply ; it should 
be centrally placed with regard to the working charge in 
which it is situated, and should command, if possible, a good 
view of the surrounding country. It is much healthier to be 
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exposed to winds, even hot ones, than to be sheltered from them. 
{A. H. Hobart-Hampden^ 

Where extremes of heat are not experlencedj eastern and 
southern aspects are to be preferred to northern and western- 
ones, as they are warmer and will feel the influence of the morn* 
ing sun earlier, and will be in shade in the afternoon. 

Neither dense clumps of trees nor rank vegetation should 
be allowed to grow near a dwelling-house. 

Inspection bungalows or range houses should be placed, if 
possible, within easy reach of — but not too near — a village where 
supplies are procurable. This point is of considerable import- 
ance in out-of-the-way parts of the country where supplies are 
difficult to obtain. {A, W. Lushin^ton.) 

SECTION II.— WALLS. 

§ 123. Walls may be used as boundaries simply to retain 
earth or water ; or in buildings, to support the roof and to keep 
out the weather. This section will be chiefly devoted to the 
class last mentioned. 

Walls may be built of wood, brick, stone, corrugated iron, 
earth, grass, bamboos ; and in Southern India are made of 
Palmyra leaves. When built of brick or stone, the blocks may 
be laid dry, or be cemented together with mud, lime mortar 
or cement mortar. 

Where stone is not easily procurable, and consideration of 
cost precludes the use of stone, bricks, or earth, the walls of 
dwelling-houses and sheds are, in the moister parts of India, 
frequently constructed of wood or mats. In Sind, where the 
rainfall is very small, walls are commonly made of a wooden 
framework filled in with sun-dried bricks. Temporary build- 
ings are often made of mats, sun-dried bricks, or earth until 
more permanent constructions can be erected. 

Mat houses are constructed in Burma and parts of Bengal 
on account of their coolness and cheapness ; and in Assam a 
reed, called Ikra (Saccharum sp.}, is largely used in preference to 
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split bamboos for Oic construction of cheap or temporary 
Iiouses. 

§ 124. The following general remarks apply to both brick- 
work (bricks set in mortar) and masonry (stones set in mortar). 

The walls of a building should be built up uniformly 
throughout the structure, and while building no part should be 
allowed to rise more than 3 feet above the rest. 

If the walls arc built to unequal heights, sctllcmcn t may 
not be uniform and cracks may be produced in the walls. If it 
is necessary to build up one part of a wall in advance of the 
remainder, the ends of the advanced part should be built in 
steps to which the rest of the wall can be united when built, 
The steps may be one or more bricks in dimension, seldom more 
than three bricks. 

The ^vo^k should never be unduly Imrricd, but should f>e 
allowed to settle gradually and to set hard. Walls under con- 
struction should be kept constantly moist until the mortar has 
properly set. In uniting new work to old settled wbrk, precau- 
tions must be taken against unequal settlement ; the new work 
must be built of full-slacd bricks, sound and well shaped, and the 
mortar joints thin and well filled with stiff mortar paste. Port* 
land cement or other quick-setting mortar may he used with 
advantage. The sides of the gap to be filled arc either racked 
or stcpjicd back, or if vertical arc toothed, that is, left with alter- 
nate projection and recess of not less than 2 I inches. When the 
new work has .settled to full extent, bricks or stones may be cut 
out on each side of the open joint for the insertion of bonding 
blocks connecting the old and new work. If it is intended to 
add to a building at a later date, it js usual to leave atones or 
bricks projecting from those walls of the building which arc to 
be added to. 

In India in the cold and hot xvcalhcr the air is very dry, 
and special precautions must be taken to prevent the abstrac- 
tion of moisture from the mortar. The .slonc.s and bricks 
should be well soaked before they arc placed in the wall 
and (he mortar on the upper surface of the wall should be kept 
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well wetted. This precaution is especially necessary when the 
wall is long, and the worlcmpn too few in number to build up 
the wall uniformly throughout its whole length. Along those 
portions of the wall which are not being built on it is usual to 
construct a little edge wall of mortar on each face of the wall- 
ing, and to form at intervals cross walls (so as to divide the 
whole of the upper surface of the wall into a series of shallow 
basins), and to fill these shallow depressions with water. This 
precaution should be always taken at the end of each day’s 
work in the hot weather. . 

Straw or reeds, stitched together in mats, is often placed 
along the top of a wall to prevent too rapid evaporation of the 
water contained in the mortar. 

The upper surface of a wall should be well watered for an 
hour or two before new work is added, ' 

Great attention must be paid to the through or interior 
bonding together of the blocks in a wall (see page 155 ) while 
it is being constructed, as after the wall is completed the 
through bond cannot be inspected. 

§ 125. Definitions. — The following terms will be frequently 
made use of in the following pages 

Headers are stones or bricks whose length lies across the 
thickness of a wall, the ends may appear in the face of the wall. 

Stretchers are stones or bricks whose length is in or 
parallel to the face of the wall, 

A course is a horizontal slice of a wall between two mortar 
joints ; the depth of a course is the thickness of the bricks or 
stones used and one mortar joint. 

The thickness of a wall is the distance from the face to the 
back of the wall ; in brick-Work it is expressed in terms of the 
length or half length of a brick, or in the corresponding/inches. 

Bond ar bonding is the arrangement of bricks or stones 
placed together,' to obtain union by overlapping, in a wall 
between any two bricks or stones in one course, so that the 
vertical joint between any other two bricks or stones in the 



WALLS, 


>55 


course, either immediately above or below it, comes over a 
solid block (see Figures 69-83, page i6r, ct seq.). 

§ 126 . The object of breaking joint or bonding is— 

(1) To distribute the pressure of the load above, so that in- 

equalities in the load placed on the upper portion 
of a structure may be spread over a large and con- 
stantly increasing area of bed, in proceeding upwards 
or downwards, as the case may be, and 

(2) To tic the wall together both lengthwise and crosswise. 

In brick-work, a header course is a course made up entirely 

of headers ; a stretcher course, one composed of stretchers only 
a 6 at is a broken piece of brick ; a closer is a brick cut to 
size and inserted to preserve the bond or overlapping of the 
blocks in the wall ; a queen closer is the longitudinal half of a 
brick ; it is usually inserted next to the first brick at the angle 
of a wall. 

The face of a squared stone or brick is its outer surface, 
J.C., that which is exposed to view ; the bottom and top heds 
arc the surfaces parallel to the course in which it is laid ; its 
sides arc the surbices at right angles to its bed and face; the 
surface in the interior of the wall parallel to the face is the 
back. 

Quoins arc the external angles or corners of buildings 
The term is also applied to the blocks forming the corners ; these 
stones should, if possible, be wider and longer than those in tlie 
rest of the wall. 

The coping is a practically weather-proof course of blocks 
placed on the top of a wall and preventing access of moisture 
to the interior. It may be built of plain burnt bricks set on 
edge in hydraulic mortar or in cement, or of specially moulded 
bricks, or of cut blocks of stone. The upper surface of the 
moulded bricks or stone blocks should be \vcathcrcd — cither 
loping outwards and downwards from one face of the wall, or 
sloping similarly from the longitudinal axis of the wall towards 
' both faces, the angle of the slope being about 1 in 20 to 1 in 40. 
The coping should also be throated. The throating is a small 
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groove cut near the edge on the underside of the coping ; it 
prevents water running off from the coping frorh reaching the 
face of the wall beneath. | 

The thickness of a wall may be increased by placing the 
bricks or stones of each course so as to project slightly beyond 
the course immediately below it. This process is know as 
corbelling^ The projection should not exceed 2i- inches for a 
single course of bricks. 

K parapet wall is a low wall running along the edge of a roof 
gutter, high terrace, or bridge or road. 

A balustrade is a similar construction, lightened by the sub> 
stitution of balusters for the continuous walling. 

§ 127 . Brick-work : Principles of CoNSTRUCTiON.--In 
constructing a wall of bricks set in mortar the following general 
principles should be carefully observed : — 

z. All mis-shapen, unsound and underburnt bricks should 
be rejected. Vitrified bricks may be used in foundations. 

2. The mortar used should be made of good lime and sand 
or powdered M-ell-burnt bricks, carefully mixed with proper 
proportion of clean ingredients, and not more than suilicient 
water to allow it to be used in a stiff paste. Only freshly mixed 
mortar should be used. Mortar that has begun to set should 
not be used in any structure. 

3. The beds of the courses should be perpendicular, or as 
nearly perpendicular as possible, to the direction of the pres* 
sure which they have to bear. In ordinary walls the beds of the 
courses are horizontal, 

4. The bricks in each course should be made to break joint 
with those in the courses above and below, by overlapping to 
the extent of from J to i of the length of the brick used. 

5. The surface of each brick should be thoroughly cleaned 
and wet before it is laid in the %vall. The bricks should' be 
soaked in water for at least two or three hours previous to their 
being placed in the wall, and longer if practicable. 

6. Every joint should be thoroughly filled with mortar ; the 
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thickness of the mortar joints in good work should not exceed 
§ of an inch. 


To prevent the joints being made too thick it is usual, in 
specifications (sec Section XI, page 280), to prescribe a certain 
height which shall contain a certain number of courses of 
brick-work; for example, if the bricks are about 2$ inches 
thick, to specify that four courses of brick shall occupy one foot 
in height, or that the height of four courses of brickwork, with 
four mortar joints, shall not exceed the height of four courses 
of the same bricks laid dry by more than 1 inch to i i inches 
according to the quality of the work. 

7. No pieces of bricks (ia^s) should be used to preserve the 
bond unless absolutely necessary to finish the end or corner of 
a wall, or the side of an opening. No bat used should be less 
than half the length of a brick. 

When arches of less than 5 feet radjus are built, the bricks 
may be cut or rubbed so that their sides are radial to the curve 
or to the centre of the arch. The exposed surface faces of the 
bricks should not be cut or dressed. 

The volume of mortar required in brick-work is about ^ of 
the volume of the bricks used ; 1 ,400 bricks and 25 to 30 cubic 
feet of mortar should be allowed for 100 cubic feet of com- 
pleted wall. The bricks alone measure 77*5 cubic feet, and 
2*5 to 7‘5 cubic feet of mortar is the allowance for w’astage. 
( 7 ?. y. Bailey^ P, W. D,, Lotoer Burma.) 

§ 128 . The size of the bricks used varies in different coun- 
tries and places, and according to the quality of clay and 
degree of burning; the usual sizes are-— 


In the Jabbalporc Circle • 

„ Allahabad Circle. . - 

At Rooricce ..... 
On the East Indian Railway . r. 
The ordinary English size is . • 


. 9’ X 4^X3'' 

. 9 * X X 
. 12’' X 0 X sj' 
. 9''X4*’X2S’ 
. 9* X 4r X ar 


The length of a brick may conveniently exceed twice its breadth 
by the thickness of one mortar joint, so that one stretcher will 
occupy the same length in the wall as two headers. 
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Bricks are usually set in lime mortar, or, if very ^trong work 
is required, in hydraulic lime, or in cement morf-ar. Where 
lime is expensive and economy an object, or ii/ the case of 
temporary buildings, bricks are sometimes laid in) niud mortar. 
The mud used should be of tough consistency, of uniform quality, 
and not too sandy. The addition of chopped strs^w or a little 
cow-dung will increase the adhesive powers of.' mud mortar. 
Strict attention must be paid to the bond of such ' work. 

Strips of hoop iron, i8 inches long, placed in i;he bed joints 
at corners of walls materially add to the strength of the 
structure, especially in the case of bricks set ini mud mortar. 
Two strips are laid down along each wall of i| bjricks in thick, 
ness, and for thicker walls in proportion ; one e^d of a strip is 
bent down a inches into a vertical joint, and w6ere the other 
end crosses the corresponding strip the two ends are folded 
back to overlap. These strips may be built in the mortar 
joints at every 30 inches, or. 10 courses, of vertical height. 
A, Lodged 

§ 129 . The systems of bond in brick-work generally used 
are— 

(1) The English bond. 

(2) The Flemish bond. 

The English bond is considered to be the stronger of the 
two, and consists of laying entire courses of headers and 
stretchers. Headers and stretchers may . be laid in alternate 
courses ; or one course of headers may be laid to two, three, 
or four courses of stretchers. The stretchers tie the wall 
lengthwise, the headers crosswise. The relative number of 
courses depends upon the relatiye importance of strength in the 
longitudinal or transverse direction. One course of headers 
to two courses of stretchers gives equal st rength in both 
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directions. The appearance of English bond is shown in 
Figure 67 , the joints being represented by lines. 

Fig. 67. 
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Figttt-e 67 “s/ians the eltyaUen of a brick violl built in English bond, h, h 
arc headers, s, s stretchers, c, c closers. Scale = ,*5. 

In this system there arc twice as many vertical mortar joints 
in a course of headers as there .arc in a course of stretchers, and 
unless great care is taken to make these joints thin, two headers 
will occupy a little more space than one stretcher and the cor- 
rect breaking of joint will be lost ; closers arc introduced to 
emedy this defect when the overlap becomes less than } of the 
length of a brick. 

§ 130. The Flemish bond consists of headers and stretchers 
laid alternately in the same course ; the end of e.ich header is 
symmetrically above the middle of a stretcher. The number of 
vertical joints in each course is the same, and in consequence 
there is less risk of losing the correct breaking of joint. Flemish 
bond is considered to have a neater appearance on the face than 
English bond, but in the case of thick walls the strength is 
.much less, and its only advantage is its appearance. 

For thin walls the Flemish bond is nearly as strong as the 
English bond. 
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Figure 68 shows the elevation of a wall built in Flemish 


bond. 


Fig. 68. 
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Figure 68 is fhe elevaiiott of a brick wall built, in Flemish bond, h, h 
are headers, s, s sireickers, c, c closers. Scale c= 

§ 131. Besides the above kinds of bonds the following may 
be mentioned : — 

The Heading bond, which consists of headers only, closers 
being introduced where necessary to preserve the bond. This 
kind of bond is used chiefly for turning sharp curves, as for in- 
stance in well-linings and small culverts and arches ; it has but 
little longitudinal strength. 

§ 132, The Stretching bond, which consists only of stretmi- 
ers, is adapted for walls half a brick thick; it is also used in 
chimneys to separate the flues one from another. 

In Double Flemish bond both the front and the back of the 
W'all are built in Flemish bond ; while Single Flemish bond con- 
sists of Flemish bond in front and English bond at the back. 

§ 133. Brick walls are built i, li, 2, 2j or 3 bricks thick, 
according to the weight which they have to support and the 
purpose for which they are built. 

The following figures adapted from “Building Construc- 
tion’'^ show the arrangement of the bricks in walls of the above- 
mentioned thicknesses built in English bond. The figures are 
drawn to a scale of 

* Notes on Building Construction arranged to meet the requirements of the 
syllabus of the Science and Art Department of the Committee of Council on 
Education, South Kensington (2nd Edition, revised and enlarged), 1887. Part I, 
page 17, ei seq. 
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Pig. 6g. 



Fig. 70. 



Fig. 71. 



Figure 6g is a section throuf;Ji a ttaU 1 brick thick built in Englisb band. 
Scale — 

Fif,urts ;i> and 7/ are plans of two eanseeuUve courses to sho« hov the 
bond is preserved at the corner of the -jcalU Scale ss 
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Fig. 72. 



FiG. 73, 



Fig. 74. 



Figure ts a seetton inrough a vail r J bricks thick built in English 
bond. Scale := 

Figures ygand 14 are plans of tva consecutive courses of the above vail 
snonisig ha« the bond is preserved at the corner. Scale = itr>' 
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Fig. 75. 



Fig. 76. 



Figure fs ** 0 section through a wall a bricks thick built in English 
bond. Scale s= 

I'igures 76 and 77 are plans of two consecutive courses of the above sv.xli 
to show how the bond is^prefervefl at a corner. Scale =? 
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Fig. 78. 




Fig. 79. 



Fig. 80. 


Figure 7S is a section tlirougk a wall brichs thick built in Bngbsh 
bond, Seale = 

Figures 7p and 80 are plans of two consecutive courses of the above wall 
to show how the bond is 2-reserved at a corner. Scale = ife. 
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Fig. 81. 



Fig. 82. 




Figure 81 it a vertical section through a brick loall 3 hrich thick built 
in English bond. Scale — 

Figures 82 and S3 are plans of tvig conseeutive courses of the above soall 
to shove hoso the bond is preserved at a corner. Seale = 
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§ 134. Masonry.— In the construction of walls made of 
stone blocks set in mortar the following general rules should 
be carefully observed 

1. The masonry should be built as far as possible in a series 
of courses perpendicular, or as nearly perpendicular as possible 
to the direction of the pressure which the wall has to bear. AH 
continuous joints parallel to the direction of that pressure should 
be avoided. 

2. The largest stones available should be used in the founda* 
tion courses. 

3. All stratiiied stones should be laid on their natural bed 
(see Volume I, Part I, page 4) or on these inverted. 

4. The construction should proceed at all points of the wall 
at once, no part being allowed to be built up to a greater 
height than the other parts ; otherwise the pressure on the 
foundations, and consequently the settlement of the masonry, 
will be uneven. 

5. The surfaces of all dry and porous stones should be 
thoroughly wetted before they are built into the wall, in order 
that they may not absorb from the mortar the moisture which is 
requisite for its setting hard. 

6. Every joint and all the spaces between the stones should 
be thoroughly filled with mortar or with small stones completely 
embedded in mortar. These spaces should be kept as small 
as possible by carefully fitting the large stones together before 
placing them in the wall. The interior of a thick wall must 
be built solid, and not entirely of small stones. 

7. If boulders are used, their surfaces must be roughened 
by knocking off portions of their water-worn surfaces before 
they are placed in the wall, and each boulder, if sufficiently 
large, should be broken in half. If the smooth rounded portions 
of the stones are not roughened, the stones w'ill tend to slip 
over one another when the wall is subjected to heavy pressure. 
Boulders should only be used when no other kind of stone 
is available. 

§ 135. The classification of masonry for engineering pur- 
poses is based almost entirely upon the size and shape of the 
stones used, and the manner in which the joints are formed. 
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Through hoaders or hand stones in ordinary walling should 
extend from face to back at regular intervals. In thick walls 
the header bond stones extending from each face should over- 
lap by about 6 to 9 inches, or should overlap a heading stone 
built in the interior of the wall. The aggregate area of the 
' header bond stores in the face of the walling should be from J 
to J of the total superficies. There should be strict supervision 
of the bonding of masonry ; header bond stones should be of 
good length, penetrating as far as possible into the heart of the 
wall, and all vertical joints should be above solid stone in the 
course below. 

Where stone is procurable, at small cost, masonry may be 
cheaper than brick-work, but requires greater skill in the 
workmen fitting the stones together, and closer supervision to 
ensure proper bonding. Masonry may possess less strength than 
brick-work, as in many cases it depends largely upon the quality 
of the mortar cementing the blocks together. The . appearance 
of the face of the wall is generally of secondary importance in 
forest work. 

The chief kinds of masonry are 

I. Ashlar . — This consists of rectangular blocks of definite 
dimensions and built into courses of a uniform depth, usually 
not less than i foot. 

Ashlar is the most expensive kind of masonry; its strength 
depends chiefly upon the size and quality of the stones used, the 
accuracy with which their faces have been dressed, the per- 
fection of the bond, and to a less degree upon the quality of the 
mortar. All faces of the stones are dressed to plane surfaces. 
Ashlar is used mainly where ornamental work is desired, and is 
rarely necessary in ordinary forest constructions. 

2. Block in course . — This differs from ashlar chiefly in that the 
blocks are smaller, are not dressed, plane and square over the 
whole of the faces, and the courses are usually from 7 to 9 inches 
deep, each course being of one depth throughout. The sides 
and beds of the blocks may be dressed plane and square for at 
least 4 inches back from the face of the wall, and in stronger, 
work 8. to 12 inches back in the beds of the blocks. 
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3. Ruhhle.-~-lii this kind of masonry the beds and sides 
of the stones are not carefully dressed, nor are the stones 
used accurately ctit, so as to fit each other. The strength of 
the wall depends to a great extent upon the .qualify of mor* 
tar used. Considerable skill is required on the part of the 
masons to fit the stones together, as they vary very much in 
shape and size. The stones should, if possible, be laid oh 
their widest beds, so that they may not be crushed. Headers or 
through bond stones should be regularly provided ; the superficial 
area of these stones should be equal to i of the surface of the 
wall. The headers should be arranged chequerwise, and net 
one over the other. 

In rubble masonry the spaces between the large stones are 
filled in with small pieces of stone. These are usually placed 
in the interior of the wall ; these .pieces should be as large as 
possible, and should be well bedded in mortar. The interior 
of the wall must not be entirely made of chips. The form's of 
rubble masonry most commonly used are 
(a) Common rubble, 

(^) Coursed rubble. 

(a) Common rubble.'— in this kind of niasoniy the" blocks 
are built in just as they are picked op, or as they come from the 
quarry, projecting portions only being knocked off with a 
hammer. The stones are fitted ^together as accurately as’ 
possible. • 

Fig. 84, 
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The headers should occupy ^ of the area of the face of the 
wall ; the spaces between the large stones should be filled in with 
smaller pieces of stone and mortar. The wall is not built in 
courses of uniform depth. The headers of successive courses 
should not be vertically above each other. The stones should 
rest as far as possible on their natural beds, and, however small 
should always be made to break joint. The header stones from 
either face of the wall should be made to overlap as much as 
possible. 

(^) Coursed, rubble is built in a similar way to common 
rubble, except that the Avork at definite vertical intervals is 
built up to a horizontal or common plane. 

Fig. 85. 



Common rubble is sometimes strengthened by building in 
with it, from time to time, a course of well-bonded squared stone 
or two or three courses .of bricks, sometimes known as a string 
course. 

• A combination of brick-AVork, or dressed..stones and .coursed 
rubble, is niuch stronger, and looks, better than. simple coursed 
rubble. In the better kinds of work, the corners and sides of 
openings are constructed of . bricks ,or drcss.ed. stones, Avhile 
the intervening Availing is built of; common or. coursed rubble 
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with a few string courses of bricks or dressed stones intro- 
duced at regular intervals. 

In thick walls finer and closer-jointed masonry is often 
built on the face or faces, backed by coarser work in the 
interior. The facework must be well bonded to the backing 
by through or header stones of sufficient length and number. 

§ 136. Pointing consists of scraping the mortar out from 
the exposed edges of the joints on the face of a wall as far as 
the point of the trowel can reach, and filling in the grooves 
thus formed with mortar made of good hydraulic lime or 
cement and sand. Pointing prevents the entrance of moisture 
in the wall and also improves its external appearance. 

Walls that are to be plastered should not be pointed. 


Fig. 86, Fig. 87. 



Figure 86 shews ilie elevation of a wall hitili 0 / common ruiSle with: 
the Joints roughly filled in previous to pointing. Figure 87 shows the 
same wall after the pointing is finished. 


§ 137. Dry rubble is rubble masonry built without mortar 
or with mud. If the stones are arranged in courses, it should be 
called coursed dry rubble. Dry rubble is a very cheap form of 
work, but requires considerable skill on the part of the builder. 
The closest attention should be paid to the bond of the stones 
Dry rubble is chiefly used in the construction of small' dams, 
retaining walls, small culverts on hill roads, and in buildings or 
piers which are not required to support a heavy weight. The 
strength of a dry rubble wall depends chiefly upon the correct 
breaking of joint and the size of the stones used. 
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Where flat slabs of, stone are available, strong walls or piers 
may be constructed of dry rubble. These can be materially 
strengthened by the introduction of wooden frames, at regular 
intervals, to enclose the stones and hold them together, as is 
shown in Figure 88, which is a dimensioned sketch of part of a 
pier of a bridge on the Ramsu sledge road, Jaunsar forest divi> 
sion, North-West Provinces, which was constructed in 1895, 
and is typical of the sledge roads in the north-west of India. 

Fig. 88 . 



figure S8 is a dimensioned sketch of fart 0 of pier of a bridge on the 
Bamsn sledge road, showing how piers of dry rubble may be bound together 
by beams of wood. The wooden beams used are g inches square, and their 
lengths vary with the size of the pier. The sides of the pier are ghen 
\ an inclination to the vertical or batter of s in 4. The beams are notched 
' about j inches into each other. 
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§ 138. Earth walls may be built of earth reduced to 
the consistency of stiff pasty mud. Or the earth may be 
tempered (see page 13 , § 9 } and moulded into bricks, and the 
bricks, when sun>dried, built into the wall, set in mud mortar. 

Walls constructed of stiff mud paste are very commonly 
used in India, and tlieir construction is thoroughly understood 
by the natives of the country. 

Lumps of the mud paste are packed together and consoli> 
dated, the upper surface of the wall is never allowed to be- 
come dry while the building is in progress ; when properly con- 
structed, the wall is a solid mass of earth. The sides of the 
wall always slope slightly inwards. Small stones may be left 
in the mud paste. When the wall is finished, the faces receive 
a protective coating, half an inch thick, of a mixture of clay, 
cow-dung, and chopped straw; an additional coating of lime 
plaster or whitewash is an advantage, 

Mud walls must be protected from the penetration of rain 
water, especially at the top ; an efficient coping is a layer of 
burnt bricks set on edge in good lime mortar. They should be 
carefully built in dry weather, and if efficiently protected are 
comparatively durable. They are, however, liable to develop 
cracks in a vertical direction ; cracks should be filled up and 
the protective coating renewed as occasion requires. Mud walls 
will carry a light roof which must be waterproof. 

Sun-dried bricks.-— Tha bricks used are made from the 
best brick earth procurable near the site of the building; 
the earth must be well tempered, and the bricks thoroughly 
dried before being placed in the wall. The greatest attention 
is paid to proper bonding in English bond. The bricks used 
are uniform in size and shape, and are cemented together 
with stiff mud. Walls constructed -of sun-dried bricks are 
not strong, and will not carry a heavy roof. It is very neces- 
sary to prevent water from entering into them. The top. 
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of the walls should be protected By a course of burnt bricks 
on edge, laid in gooll lime mortar. 

4 1 

The faces of the walls may be covered with mud or ordi- 
nary plaster and whitewashed. 

Foundations and plinth of burnt bricks, or stone blocks, set 
in lime mortar should be built to receive a superstructure of 
mud or sun-dried brick walling. 

Walls thade of earth are very liable to be burrowed into by 
whitc-ants. 

Mud walls may be very considerably strengthened by the 
introduction of brick-work pillars or 2 bricks square, or 
m^onry pillars 2 feet square, at intervals of 5 or 6 feet. In 
this case the brick-work or masonry pillars should be made to 
support the entire weight of the roof. (^. Z. McIntyre^ 

Where lime cannot be obtained locally, the walls of small 
forest houses are frequently constructed of burnt bricks or 
stones set in mud mortar. Walls constructed in this way 
are stronger and more durable than if made of earth only, and 
will carry a heavier roof. Great care should be exercised in 
selecting an earth of suitable consistency for the mud mortar. 
(A. G. Hohart-Havtpien^ 

Where flat stones are available, fairly strong walls may be 
made of dry stone. The inside of the walls may be plastered, 
and the outside pointed for the sake of appearance if considered 
necessary. — [Do) 

In forest works, many small houses have to be constructed 
for temporary purposes, as inspection houses, or as guards 
dwelling-houses ; they arc built of the best materials procurable 
at low cost. 

§ 139 , Instruments used in building Walls.— T he 
following instruments are used in building walls ' 

(i) A length of cord for setting out straight lines, such as 
lines of bed-joints and the excavation for the foundation beds. 



>74 


BUILDING CONSTRUCTION. 


(2) A straight edge, a narrow piece of beard, with opposite 
long edges perfectly straight, is used for laying out shorter 
straight lines and plane surfaces. 

A useful straight edge, 8 to 12 feet long, can be made out of 
an inch plank 8 or g inches wide ; one edge is planed perfectly 
straight, and the middle third of the other edge is also straight 
and parallel to this, the end two-thirds can be tapered off to an 
end depth (or width) of 4 inches. 

(3) The plumb rule and plumb line . — The plumb rule can 
be made out of a plank. A line is marked down the centre 
of the plank parallel to one of its sides ; a hole is cut in the 
centre of the plank near one end, and at the other end is fastened 
on the central line a string with a weight attached, so that the 
weight hangs down in the hole cut to receive it. The weighted 
string is known as a plumb line and the weight as a plumbob, 
When the plumb rule is held upright and the string hanging 
freely coincides with the line cut on the board, the parallel edge 
will be vertical. The plumb rule is placed against a wall from 
time to time in order to sec that it is being carried up vertically. 

(4) A square or bevel plumb rule is used for laying out ver- 
tical lines, and lines inclined to the vertical lines, the latter being 
used only when the thickness of the wall decreases as its height 
increases. The bevel plumb rule consists of three battens 
framed together to form a triangle ; the lengths of the sides are 
arranged so that the hypotenuse coincides with the slope which 
it is required to give the w'alb One of the angles of the 
triangle is a right angle, and one of the right angled sides is 
fitted with a plumbob and line, so that it can be set up vertical. 

(5) A spirit level (carpenter’s or mason's) placed on the 
edge of a straight edge is used for setting out horizontal 
.lines and planes. A spirit level consists of a closed glass 
tube nearly filled with some spirit ; it is fixed in a long 
rectangular block of hard wood, or in a inetal case ; the lower 
surface of the block or case is made accurately plane, and when 
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the block is placed on a truly horizontal surface, the bubble in 
the glass tube is at mid length. The upper surface of the glass 
tube has graduation lines cut across to indicate the accurate 
position of the bubble for the horizontality of the undersurface 
of the block. 

§ 140. 'The Thickness of Walls in relation to their 
Height and to the nature of the Roofing.— The thickness 
of walls constructed of brick-work should be at least fLjth of 
their height* and usually from ^tli to -j-’jth of their height. 
This rule does not apply to walls made of sun-dried bricks, 
earth, or burnt bricks laid in mud mortar. 

Long high walls carrying trussed or even flat roofs are 
undesirable unless cross walls or buttresses arc provided. 

The actual thickness of a wall in relation to its height de- 
pends very largely upon the nature of the materials used, the 
quality of the bond, and the weight which it has to support. 
Due allowance should be made for inferior materials and faulty 
work. For ordinary buildings, if burnt bricks are used, the 
outer walls need not be more than to 2 bricks, and the foun- 
dations spreading out to 3 and 4 bricks width respectively, If 
stone is used, the walls should be from i ^ to 2 feet thick, the 
width of the foundations being double the thickness of the 
wall. 

In the plains of India the walls of buildings arc often made 
thicker than is necessary, so far as their actual strength is con- 
cerned, in order to ensure greater coolness. 

If the house has an upper storey, the thickness of the walls 
of the upper storey should be, if of brick-work, i brick, if of 
masonry, i foot thick. 

If the roof is a heavy one {a terraced roof, for instance), the 
walls should be made thicker, or should be strengthened by 
buttresses placed at equal distances apart. 


> Motcsworlh's Pocket Dook of Enginecting Formuls, aist edition, page 94, 
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Interior walls which do not support' the roof may be made 
from 9 to 15 inches thick. 

Fig, 89. Fig. go. 



Figure 8g is ihe side elevation and figure go the front elevation of 
a buttress to strengthen a '.vail at the Imperial Forest School, Dehra Dun, a 
is the wall which is strengthened, in section ,• b is the buttress, g the level of 
thegrmtnd. The foundations of the buttress are not sho'jon. Scale safest 
=/ inch, (drawn by U. N. Kanjilal.) 

Walls of sun>dricd bricks or mud, constructed to carry a 
light roof, should be at least 2 feet thick (at the top), and 
thicker if the weight of the roof is considerable. Walls con. 
structed of dry rubble should be made of about the same thick* 
ness. 

Roofs made of thatch, corrugated iron, sheet iron, or shingles 
can be placed with safety upon walls made of common rubble 
masonry, brick-work, or dry rubble ; and, if the span is small, 
msy be placed upon walls made of mud or sun-dried bricks ; 
with the latter timber wall-plates (see page 177, Fig. 91) should 
be usod to distribute.uniformly the weight of the roof. 

In the case of terraced or arched roofs the walls should be 
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strengthened by buttresses or made thicker in order to resist 
the additional lateral pressure. 

When a new building is to be constructed, it is always use- 
ful to take into consideration the thickness of the walls of build- 
ings in the neighbourhood, specially of any walls built of 
materials similar to those intended to be used. 

§ 141. Wood built into walls.— Timber should not be 
built into walls of masonry or brick-work, except in the case of 
small blocks for the attachment of the frames of doors, windows, 
cupboard shelves, hat pegs, panelling or pictures. 

A space should be left around the ends of beams — tie-beams 
and joists, for example — which are built into walls, so as to 
allow fresh air to circulate freely around them, 

FlC. 91. 



Figure gi thovts hove the end of a beam should be built into a wall, a 
space for the free circulation of air being left, A is the beam : B is the wall' 
plate on to which the beam is notched j C is part of the wall. Scale = 

Wall-plates arc long beams of wood usually not less than 
4 inches by 3 inches in scantling placed on the top of walls or 
mortised on to the tops of posts, or inserted in a space left in 
the face of the wall in order to distribute the weight of the floor 
' or roof uniformly over its supports. They should be placed 
on, and not embedded in the walls. 

Wooden lintels are wooden beams placed ac oss the top of 
openings in walls for doors, windows,' etc. Relieving arches 
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(see § I45 j page 183) should always be constructed over wooden 
lintels of greater span than 3 feet in order to carry the greater 
portion of the weight of the wall above ; the lintel then sup* 
ports only the portion of walling between the undersurface of 
the arch and the beam. The door or window frames are 
fastened to them. 

Small blocks of well-seasoned wood called wood bricks, 
thoroughly soaked in water, may be inserted in the walls; door 
and window frames and other wood-work are fastened to them. 
They should be the same shape as the bricks used, and in thick- 
ness equal to one brick and two mortar joints. Iron bold-fasts, 
built into the thickness of the wall, should be used when pro* 
curable instead of wooden bricks. 

Wood slips are flat pieces of wood, 9 inches long by 3 
inches wide, by | of an inch thick, built into joints in masonry 
or brick-work, in order that the wood-work of the building may 
be fastened to them. They have superseded to a great extent 
the use of wooden bricks, as they shrink less, and when they 
decay leave smaller holes in the wall. 

Wood plugs are used for the same purpose as wood bricks 
and slips ; they are made cylindrical or tapered, from 4 to 6 
inches long and ^ to I inch diameter ; a hole'is cut or drilled in 
the wall, the longer end of the plug inserted, and then embedded 
in good mortar paste ; or the plug may be cylindrical, at one 
end a shallow axial saw cut is made, and a small hard wood 
wedge is inserted in the saw cut, the wedged end is driven 
home in a well-fitting hole drilled Jn the wall, the wedge 
expands the plug and ensures a good hold. 

§ 142. Wood Walls. — ^Wooden walls are not suited orf 
houses in the plains of the drier par^s of India, as they do not 
keep out the heat, and are not sufficiently durable ; they are 
also rapidly destroyed by white-ants and other insects, as well 
as by fungi. In the hills, however, wood is frequently used for 
the construction of the walls of forest houses. Wooden walls are 
usually made of planks nailed to the timber framework which 
supports the roof truss. The planking may be either single or 
double, placed either vertically or horizontally. Seasoned wood 
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should be used, as green wood will shrink and change its form 
after it has been placed in -position, and the planks will not meet 
properly, so that the house will be draughty and far from 
waterproof. If the planking is placed horizontally, it must 
either be made to overlap ; or the planks are simply bevelled, 
rebated, tongued, and grooved, or joined in any of the ways 
shown on page 129, Figures 54 to 58. 

If the planks are placed horizontally and overlapping, the 
lower edges should be bevelled upwards towards the house to 
prevent rain from creeping up the inner face (see Figure 92). 


Fig. 92. 



Figure pa shows in section a method of forming a wooden wall wUh 
harieonial overlapping planks. The lower edges of the planks are 
bevelled so as to prevent water rising by capillarity and entering the room. 
The Uprights to which the planks are nailed are slightly notched, so as to 
give the planks a flat surface to rest on. Scale = 

If the planking is arranged vertically, the planks may be 
joined in any of the ways shown on page 129, Figures 54 to 58. 
Plain ‘ but ’ joints are made watertight by palling over the 
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joint a strip of wood not less than inches wide and i inch 
thick. - • • 


, Except at high elevations, single planking is generally used 
in forest buildings, to keep the cost of the building as low as 
possible. 

If the walls are constructed of planks nailed to the front 
and back of the uprights which support the roof, and the space 
between the planks be filled with dry grass or dry earth, the 
house will be much warmer and less draughty. 


The planks used should be narrow, 6 to 8 inches is suffi« 
ciently wide. Narrow planks shrink and warp less than wide 
ones, especially when not thoroughly seasoned. 

In the construction of wooden houses, the feet i)f the uprights 
which support the roof should be tenoned intlj) wall-plates. 
These wall-plates, as well as the joists which support 
the floor boards, should rest on sm/all stone walls 
made of dry rubble, or masonry, to I protect them 
from damp and from the attacks of. 'rnsects.i As a rule, it 
will not be possible to avoid ^tjii^ing the main posts which 
carry the ridge pole in the pgfound, and in ihip case special pre- 
cautions must be taken Sto protect them frpm decay and the 
attacks of insects (seeVpage 70, ci scy.). JThe bottom of the 
posts should be embedde^ 2 fggt Jn the movnA, unless solid 

The posts should stand on broad flat 
stones, and the space should be packed with broken 

stone and sand. 

§ 143. Mat Waij.s.A usually made of split 

bamboos interlaced so as a continuous surface. The 

mats are usually fastene^^^ frame-work of the house by 

string. This form of wal/,- ^ool, and is suitable 
for dam.p, moist, hot cH.ii ^nes. 

In Assam a reed called ik Saccharum sp.) is generally used for the 
con^ucuon of the waHsoi b« mats or 

split bamboos. The tkra is p . f . . .. j ..„-apn hattens 

j l.iccd against or inserted in nooden oattens 
3 or 4 feet apart, and secured , ® . ■ <1. Thin enlit 

^ \cither by cane lies or wire nails. Thin split 


. 
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bamboos are laid on the outside or on both sides of the {kra at intervals cf 
12 inches, and tied with cane to give stability and firmness to the waiting. 
These walls may be plastered and whitewashed. In the case of dwelling- 
houses the plaster consists of lime and sand in equal proportions over a 
coating of cow-dung and mud plaster. (A. L. Home.) 

SECTION III.— ARCHES. 

/ 

§. 144. An arch is usually an arrangement of blocks in a 
curved beam built across a space to support a load or form a 
passage way. The blocks of the arch support each other partly 
by their shape, partly by the friction between their sides, and 
are also supported by the walls from which they spring. 

The blocks are cut out of stone, or are cut or specially 
moulded bricks, ordinar)' rectangular bricks ; or moulded blocks 
, of concrete ; arches are also constructed of concrete in one 
mass. The joints between the blocks should be radial to the 
curve of the arch at that point. 

§ 145. The following are some of the terms applied to 
arches, and are shown in Figure 93, page 182. 

The span of an arch is the horizontal distance from one 
springing line to the other. 

The rise is the vertical height from the horizontal line join- 
ing the springings of an arch to the highest point of the sofht. 

The upper surface of an arch is called the back, or extrados. 

The intradosxs, the name given to its under surface. 

The soffii is a portion of the intrados extending a short 
distance on each side of the keystone. 

The springwg or sprwg-Une is the edge of the intrados 
surface from which it rises on each side of the arch. 

The skew hack is the plane or toothed surface from which the 
arch ring is built. 

The keystone is the central block of the arch ring, and the 
crown is the highest portion of the ai^ch. 

The abutments are the masses of masonry which support a 
single arch, or are the end support of la series of arches. 

A pier is the masonry pillar supporting the two adjacent 
feet of adjoining arches, and is consequently the intermediate 

,i 

I 
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support between two arches. In a long scries of arches it is 
advisable to build every fifth or sixth pier of extra solidity and s 
strength, so that in case of the failure of an' arch the resultant 
destruction may be limited to the length between two adjacent 
abutmC 7 it piers and not extend throughout the whole series of 
arches. 

The portion of masonry between the back of the arch proper 
and a horizontal line passing through the crown of the arches . 
is called a spandril. 

Fig. 93. 



Figure pj is ike elevation a segmental arch, shov:{ng the 7ttttnes 
given to its different parts. S, S art the springings of the arch. {Building 
Construction.) ' 

The inverted arch or t^verl is built with the intrados upper- 
most and is generally usi> ^ to connect together adjacent piers 
and abutments, distribulir.>ig the load due to the structure, etc., 
over the whole area cov^j^ed by it; also strutting apart the 
piers, etc,, at their feet ; ^nd also furnishing ■ a solid durable 
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•Tflooring to a waterway.' The rise of an inverted arch is gener- 
ally about. one-fifth of its span. 

Relieving arches are built over stone or lintel beams, in 
•order to carry the major part of the weight of walling above, 
thus relieving the lintel of all load except that -due to the small 
portion of walling beneath the arch. They are either semi- 
circular or segmental arch rings. The relieving arch must 
spring clear of, and not rest upon, the ends of the lintel beam 
or of th’e straight arch ; and when the lateral thrust of the 
■relieving arch is of importance, either strong buttresses must be 
built or the lateral thrust must be counteracted by a strong 
wrought-iron tie rod, bracing together the feet of the arch ring 
or its supports. This case often occurs with segmental reliev- 
ing arches over wide doorways near the corner of a building 
or over a doorway ocpupying the greater part of the width of a 
gable end of a building j and the ordinary walling does not 
furnish sufficient resistance to the arch. The core or brick- 
work filling the space between the relieving arch and the lintel 
must not be built to carry any part of the arch ring, 

§ 146 . The most common forms of arches are— « 

(3) Three or more centred 
arch ring. 

(4) The elliptical. 

The elliptical arch is not as strong as the segmental, but 
is considered to have a more graceful curve, and also to afford 
a larger area of waterway for a flooded stream. The direction 
of the thrust of a semi-circular or elliptical arch is mainly 
vertically downwards, that of a segmental arch is at right 
angles to the radial surface from which it springs. 

Section of the intrados of a semi-circular arch is a semi- 
circle, while that of a segmental arch is an arc of a circle less 
than a semi-circle. In (3) and (4) the curve of the arch ring is 
struck from 3 to 7 centres. The so-called straight arch is a 
beam of brick-work made of bricks cuj: and sometimes rubbed 
smooth to shape *, the joints are radial' to a centre found at the 


(1) The semi-circular. 

(2) The segmental. 
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apex of an eqnilateral triangle based on the span a b (see 
Figure 94). ■ 

li a b intrados of a straight arch is built •with a slight rise 
to the centre, the arch is said to be cambered. The amount of 
the rise or camber irnries from ^ to inch per foot in the half 
span ; the back or extrados of the arch is given half the camber 
given to the soffit. The object of giving an arch a camber is to 
ensure that, after the settlement of the arch has taken place, 
the intrados shall be either horizontal or slightly curved up- 
wards. 



Figure g4 is the eUvnlien of sfraigfii erek in iriek^work, one and a 
half bricks thick, showing the method of consfrucfion. 

§ 1 47 * Brick Arches.— In plains common^ or rough brick 
arches ordinary rectangular bricks arc used. These parallel- 
sided bricks are placed radial to the curve of the arch, and the 
joints are -^vider at the extrados of the arch ring than at the 
intrados. In arches of'small radius (say, 3 to 4 feet) the bricks 
should be placed as stretchers in the intrados surface, making 
an arch ring of half a brick (4^ inches) in depth. In arches of 
larger radius the bricks may be placed as headers to the 
intrados without making an unduly wide joint in the extradosj 
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but a common practice is to build instead two or more half 
brick concentric arch rings, an ordinary road bridge over a 
railway being built with 5 half brick arch rings over a span of 
about 26 feet, for a segmental arch having a rise of one-fourth 
to one-fifth of the span. Plain arches are used in road culverts 
and bridges and similar works, also in relieving arches over 
door and window openings, where the work is either hidden or 
its appearance is unimportant. 


Fig. 95. 



Figure 95 sitauis the elevation of a rough hrick arch turned in rings 
half a brick (h, h), and one brick (w, w) thick- The shaded portions of 
ihe arch arc mortar joints. Scale — {Building Construction.) 

Rough c,ut or axed arches are made of bricks roughly cut with 
a bricklayer’s axe to the shape of a wedge ; they are used over 
openings, when the work is to be plastered, in relieving arches 
and in inferior work. 

Gauged arches are built with bricks accurately cut and rubbed 
so that their sides fit together elosely,’ and are radial to the 
curve of the arch. They are used chiefly in external arches 
over openings and recesses in superior work, and are often 
made of bricks which are larger and softer than those used in 
the construction of walls. j 
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Openings in external walls of houses may have a gauged 
arch ring 4i inches thick built in the face for the sake of 
appearance, it covers a relieving arch supporting the main part 
of the walling. 

§ 148. SlONEyMlCHES may be constructed of large stones 
accurately cut into wedge-shaped blocks [cut sto7ie arches) or of 
small stones rou|[hly dressed to a wedge shape {rubble arches). 
In the form^case the size of each block should be actually 
found by Iwng out the arch on a board, if small ; or if large, by 
drawing,..£ne arch to scale, fixing the number of stones to be used 
and tjbe depth of the arch, and then graphically determining the 
exact size and shape of the stones. In setting out an important 
arch, the space to be occupied by each stone, or brick, and the 
mortar Joints should be marked off on the centre (see § 150 ) be- 
fore the arch is begun. The arch should be built up in even 
courses from cither skewback towards the crown, the key-stono 
and course which forms the actual crown of the rach being 
carefully fitted and driven gently into its place last of all. If the 
arching is of considerable width, as in a bridge, the stones or 
bricks of which it is built must break joint properly in the sue- 
cessive courses. 

Rubble arches arc made of smaller stones roughly cut into 
a wedge shape ; they should be laid in good mortar, as their 
strength depends to a great extent upon its cementing pro- 
perties. 

§ 149. In the practical construction of arches in connection with forest 
worlss where shilled labour is not available, it is often necessary to tahe 
special precautions to see that the joints of the arches arc correctly con- 
structed. We must see that the joints radiate correctly from the centre 
or centres from which the arch is constructed. This may be done by driving 
a nail into the centring at the geometrical centre of the arch, and a siring 
stretched from this to the arch which is being made should be a sufficient 
guide to ensure the joints being truly set, A line of nails placed round the 
curve of the centring, at the places where the joints between the bricks or 
stones should fall, will ensure that the right number of stones or bricks shall 
be used. {A, G, Hobart'Hampienli 

§ 150. The CENTRE is the frame-work which supports the 
stones or bricks of whicb the arch is composed while they ar^ 
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being placed in position, and until the whole structure is com- 
plete. A centre or centrings as the construction is sometimes 
called, may consist of a frame-work of timber or of iron, or be 
built up solidly of bricks ; in the latter case the upper sides 
of the bricks are faced with mud or mortar in order to obtain 
the shape required for the soffit of the arch. 

The centre must be sufficiently strong to bear the weight 
of the arch while it is being built, and also be easy to remove 
when the arch is finished. 

Figure g6 is the elevation of a wooden centre, showing the 
arch in process of construction. 

Fig. 96. 



Figure 96 is the elevation of a wooden centre for a semi~eireular arch, a, a 
are the battens {seen in cross section) whi eh support the bricks while the arch 
is being constructed j \>,\s hoards forming the ends of the centring; d, A the 
posts which keep it in position; c, c the bricks forming the arch; e, e 
the wall in which the arch is constructed, 

A common Indian method of forming a centre is to build up 
a number of pillars of burnt bricks set in mud and connected at 
the top with strong rough poles or beams : brick-work set in 
mud, or else smaller poles are laid on the top of the rough 
timber, in order to obtain roughly the required shape of the arch ; 
the c::act curve of the arch is obtained by plastering the centre 
with a mixture of surkhl and cow-dung. The curve required 
is gauged by properly constructed wooden frames introduced 
into the centring at intcrvfils. Small holes are left in the 
centring to allow rain and other superfluous water to run off. 
This method of constructing the centring is cheap, as the bricks 
used in its construction can afterward! be utilized in making the 
flpors, I 
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The centring of small arches is lowered and is removed 
by slackening the long hard wood wedges which have been' 
driven in pairs in opposite directions under each centre frame. 
For mud-covered centres the dry mud is gradually raked out 
beneath the arch ring; but in the case of large ones the 
centring should be slowly lowered bodily, in order to ensure 
uniform settling of the arch. The simplest way to effect 
this is to allow the lower ends of the posts (d, d Fig. 96) to rest 
on planks which fit easily inside boxes (old packing cases bound 
with strips of iron will do) filled with sand. The boxes rest on 
the ground, and one or two holes are bored in their sides low 
down ; these holes are filled with plugs. When the centring 
is to be lowered, one or more plugs are removed from each box, 
the sand in the boxes is thus allowed to escape, and the 
centring sinks uniformly and, slowly. The centring can be 
made to sink uniformly and slowly by regulating the flow of 
sand from' the different boxes by replacing or withdrawing 
plugs as may be necessary. {F. A, Lodge.) 

SECTION IV.— FLOORS. 

§ 151. Floors may be constructed of tiles, bricks set on 
edge, slabs of stone, or of bricks or tiles covered with a layer of 
concrete, mortar, or cement. They are sometimes made of con- 
crete alone. Floors constructed of concrete, or broken stone 
and cement or mortar, are known as terraced floors. In the 
hills floors are usually made of wood. The floors of rooms on 
the second storey of houses, generally, are often made of wood 
on account of its lightness. Wood is rarely used for the ground 
floors of permanent buildings in the plains on account of the 
initial cost of suitable wood and the damage which may be 
done to it by insects, especially white-ants. A great number 
of the houses in the plains of India have only one storey; in 
consequence the weight ( of floor need not be considered, and 
they are usually constructed of some material more durable than 
wood. Houses which have wooden or mat walls should also 
have wooden floors as there is no object in constructing a floor 
which would be more d urable than the other parts of .the 
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buildiiig. The floor is, in such cases, generally placed at some 
height above the ground. 

‘ § ] 52 v BricK-ON-EDGE Floors,— The ground should first 
be very caiefully levelled,, or made the shape which the floor is 
ultimately ^to have,' before any of the bricks are placed in posi- 
tion. If necessary the ground should be thoroughly consolidated 
by ramtiiing. A layer of dry sand, 3 inches deep, placed 
on the surface of the ground, is a good preventive against 
damp and white-ants. The distance of the top of the layer of 
sand below the surface of the finished floor varies with the 
size of the bricks and the number of courses laid, as will be 
■seen on examination of Figure 97. One or two courses of 
■bricks are laid flat, and set in mortar, leaving room for the upper 
brick-on-edge course. Only the best-shaped and thoroughly 
burnt bricks should be used for the top course ; the faces which 
are to be placed in contact should be rubbed until they are 
perfectly smooth, so that they may be laid quite close to each 
other with a thin joint of cement or mortar between them. 
The side of the brick last laid should be covered with mortar 
before the next brick is placed in position. If the bricks in 
the top course are laid in rows diagonally across the floor, the 
floor will last longer. If the floor is not subjected to heavy 
wear, one row of flat bricks will form a sufficiently strong 
foundation for the brick-on-edge course. 

, The layer of sand referred to above is frequently omittedin 
■ order' to save expense. ^ 

Fig. 97. i 



Figure 97 is a vertical section through a ^rich-on-edge f-oor. a *s the 
iop course of bricks set on edges b, b are the iioo courses of bricks la^ 
fat : c is a layer of sand. The mortar joints have not been shown separately. 

Scale 
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§ 153. Tiled Floors.— Square tiles of from 15 to 1 8 Inches 
side, and 2 to 2^ inches thick, are well suited for the construction 
of a floor. The tiles must be correctly squared, /hnd their 
edges should be trimmed so that the joints betweeip them may 
be as fine as possible. The tiles may be laid on atfoundation 
of concrete or of bricks set in mottar, if an especia^y strong 
floor is required ; or may be simply placed on th^i top of a 
3"inch layer of sand or on the surface of the earth if tbe floor is 
not required to support a heavy weight. The area on which 
the floor is laid must be carefully levelled before the actual 
floor is constructed. 

§ 154. Stone Floors.— When flag-stones are procurable 
they are in many cases preferable to tiles, as they are more 
durable and less liable to injury. Stones.which absorb or retain 
moisture should not be used. A 3«inch layer of concrete con- 
solidated to inches is usually first spread over the bed of the 
floor, and when this has set, the flag-stones, which should be 
carefully dressed, are laid in position. 

The mortar joints between the flags should not be more than 
■^th of an inch thick. The flags should be kept watered for a' 
week at least after they have been laid, so as to ensure the 
mortar setting properly. 

Where regfular flag-stones cannot be obtained, a serviceable 
floor may sometimes be made of stones, which are easily fissile 
and when split present a fairly flat surface. Tbe sides of the 
stones should be roughly squared, and the stones should be cut 
so as to' fit each other and to allow of thin mortar joints being 
made. The joints should be pointed with good lime, or if pro- 
curable cement mortar. The stones should, as far as possible, 
be of a uniform thickness of not less than 2 inches. They 
may be laid on the ground surface after it has been thoroughly 
rammed, or on a 3-iach ^ayer of well consolidated broken stone. 

§ 155. Terraced floors. — ^The 'durability of a terraced 
floor depends chiefly upon the quality of the mortar used and the; 
care with which the concrete and mortar are consolidated. 
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The ground is first prepared as described in the case of a brick- 
on-edge floor, and a layer of sand (if such be used) carefully 
laid. Then a 4-inch layer of fine concrete is placed over the 
layer of sand (which should be well watered), thoroughly mois- 
tened, and beaten with light wooden hand-mallets [i/idpis) until 
the mortar has set ; the thickness of the layer of concrete 
when the process of consolidation is complete should be three 
inches. During the process of consolidation a large proportion 
of the lime and finer particles will work their way to the surface. 
The surface should be rubbed smooth, and before quite dry can 
be enamelled with fine lime plaster about ^ an inch thick, and 
if necessary polished with a trowel. If this layer of plaster is 
made with surkhi (§ 30, page 43) instead of sand, the resulting 
colour of the floor will be dark red instead of white. 

Floors of this description will be sufficiently strong and 
durable for dwelling-houses. Verandah floors thus constructed 
should be given an outward slope of 1 in 40, and the floor of the 
verandah itself should be made an inch or two lower than those 
of the rooms of the house. 

The different days' work must be carefully joined ; no part of 
the work must be allowed to dry from the time it is first laid 
until it is quite finished. The surface of the work may be kept 
moist by covering it with a layer of damp sand or straw, which 
should be watered from time to time as it dries. 

The commencement of the cold weather is the best time 
for this work. 

A terraced floor may, where great strength is required, be 
constructed by first putting down a course of bricks laid flat on 
the top .of a 3-inch layer of sand, and placing on this a 4-inch 
, layer of concrete, which should be consolidated by ramming to 
3 inches. 

A layer of plaster about i an inch thick should be placed 
on the top of the concrete and worked to a smooth surface. 

Figure g8 shows a section through a terraced floor, laid on 
bricks, and resting on a layer of sand,] 
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Fig. 98. 



Figure 98 is a cross section through a terraced floor, a is a layer of 
<^oncrete 4 inches thick, the upper surface ofsehieh is polished i b is a layer 
of bricks laid flat, set in mortar, the depth of this course being 3 inches; c is 
a layer of sand 3 inches deep. Scale = 


The following gives a clean, good floor well adapted for 
forest rest'houses, it also helps to keep white-ants fronj coming 
through the floor. After the surface of the ground has been 
levelled, 3 inches of broken stone or brick are laid on it, 
well watered and rammed. Over this inches of good, clean 
sand is evenly spread. On this being completed ordinary coal- 
tar is sprinkled lightly over the entire area, and over this again 
fine sand is sifted through a basket. Two'gallons of tar will be 
sufficient for 100 square feet of floor surface. The whole' 
surface is then well rammed with ordinary wooden rammers. 
The success of the floor depends upon the ramming, for, as 
the ramming continues, the tar keeps rising to the surface. As 
this appears, fine sand must be sifted on, until eventually the 
whole is one consolidated firm inass. . [A. E. Lowrie^ 


§ 156 . Wooden FlQors.— -A wooden floor consists of 
planks nailed down on be ims, called joists, which rest on wall- 
plates, and extend from u all to wall, across the narrower space 
or width of the floor. T^e joints between the planks may be 
rebated or grooved and tongued (see page 129, Figures 54 and 
58) to prevent their opeciing out. ' 

The simplest of all wojoden floors (see Figure 99) is the single- 
foisted floor, which consists of a series of parallel joists {bridging 
joists') stretching across (the room and resting on wall-plates^ 

iiirectly to them. In regular dwelling- 
tfie placed 10 or 12 inches apart; the 
epend upon their length, the distance 


the planks are fastened 
houses the joists should 
dimensions of the joists 
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between ' them, and the load they have to carry (see section 
.VIII, page 254, et. seq.). When the span exceeds 8 feet, the 
joists should be strutted apart at mid-length (see Figure 99) 
to prevent their twisting, and to give rigidity to the floor ; when 
the span exceeds 12 feet, two rows of struts should be intro- 
duced, another row being added for every further length of 4 
feet of span. 

In the case of forest rest-houses, which are only used occa- 
sionally, the flooring joists need not be placed so close together. 
Deodar {Cedrui Deodata) joists 6 inches by 5 inches placed 2 
or 3 feet apart are found practically to be sufficient for spans 
up to 12 feet. {A, L. McIntyre^ 

Fig. 99. 



Figure gg is <1 section through a singte^joisted floor for a room 12 feet 
wide, a., a. are the joists placed is inches opart from centre to 

centre 1 h is a floor board in longitudinal section li inches thicks c, c 
are herring-bone struts 2 inches square. Scale 

Single-joistcd floors should not be used for spans exceeding 
15 feet to 18 feet, as they are liable to sag and bend. 

In order to make a strong singlc-joisted floor the bridging 
joists should be thin and deep ; if they are placed i foot apart, 
they should be at least 2 inches wide. 

Trcdgold* gives the following rule, ■which is based on experi- 
ment foe determihing the depth of bridging joists placed i foot 
apart 

Divide the square of the length in feet by the breadth in 
inches and the cube root of the quotient multiplied by 2*2 for fir 
(a straight-grained timber) or 2*3 for oak (a strong cross-grained 
wood) will give the depth in inches,® 

For a ground floor, the dimensions )ior joists made of sHl 
[Shorea robusta) for different bearings ire given in the following 

> Op. cit. p. no . , 

s The stri-ngtb of fir nnd English call relatively to that of the principal Inoian 
timbers will be seen on reference to the table on pages go and gi. Part I. 
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table, taken from Hobart-Hampden’s Notes on Forest Engineer- 
ing, the joists being placed 3 feet apart from centre' to centre; — 


Span in feet. 

Breadth of Jotit In Inches. 

Depth In inches. 

8 


> 

6 

9 

4* 

6i 

10 

4i 

6i 

IX 

5 

7i 

12 



13 

5t 

8 

14 

6 



If the joists are of deodar, the dimensions gwen for a span 
of 9 feet should be given to joists which have a span of 8 feet, 
and so on. 


The dimensions of bridge joists, or planking for a floor, can 
be determined by the formula given below, which is deduced 
from the laws which regulate the amount of the deflection of a 
beam supported at both ends and acted upon by a weight 
applied at its centre, provided that the total deflection does not 
exceed in length of the 

beam experimented on.^ . 

h = W, L® X . . . • (i) 


where b s= breadth of the beam or plank in inches, 
d — its depth in indhes, L s= its Jength between sup- 
ports in feet, W = load in lbs. applied at the middle and a 

( 

= ’0119 for Ehglish oak,® 

=. *0099 for Ir dian fir {Abies Smifbiana or Webbiam), 
f= *0100 for T sak {Tectona grandis). 

= *0095 for S41 {Shorea rohistd). 
s= *0099 for Sissu {Dalbergia Sissti). 

^ *0112 for Ileodar {Cedrus Deodard). 

= ’0082 for F'alnugra {Borassus flabelliformis). 

= '0090 for C asuarina {Casuarina equisitifolia), 

= *0102 for i^|,njalU {Artocarpus hirsuta). 


> Tredfold’s carpentry by Ivurst, 4th edition, 1883, pa;res S 4 et 
* The values of a have been deduced from M ol the table given on page asS of the 


Madras Civil Engineering Collegj 
table. 


[e papers. No. X, Part III, and edition, of that 
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In the case of bridging joists b should be taken as 0*7 d 
(see page 66, § 47). 

For example, to calculate the dimensions of deodar plank- 
ing, begin by assuming the plank to be 12 inches (b) by 2 
inches (rf). Then the weight per square foot of the 2>inch 
deodar planking (7 lbs.) added to the weight of a crowd of people 
(168 lbs.), in all 175 lbs., will be W, the working load. The dis- 
tance between the centre of the joists is 3 feet. We have made 
the plank 12 inches broad, and in consequence an area of 3 
square feet rests on one joist, and the weight carried on the 
plank will be 3 x 175=525 lbs. Then we have from formula (i) 
12 X = 525 X 9 X ‘Oils, or d} = 4‘4i 
d =s ^ 4*41 = 1-64 inches, 
so that 2" planking will be ample. 

The dimensions of a joist may be similarly calculated, the 
working load, being equal to the weight of the planking sup- 
ported by the joists added to the weight of the maximum load 
which it may have to carry. 

When the constant a is not known, the dimensions of the 
bridging joists and planks may be deduced from the eo~efficient 
of transverse strength (P of the table on pages go and gi), in 
the same way as the dimensions of the roof timbers are calcu- 
lated in Section VIII, page 254, et seq. of this Part. 

Very few experiments have been made on the compressive 
strength of Indian timbers, but the values of Pare fairly well- 
known. 


§ 157 . In the case of ground floors, the hearth-stone of the 
fire-place can be supported on short/ walls constructed for that 
purpose ; but for the floors of upper storeys special arrange- 
ments must be made to support the hearth-stone, and also to 
prevent the joists from being built in'to the flue of the chimney. 

For the ground floor of a wooden house, the wall-plates 
should be supported on short projecting walls, or on corbelled- 
out projections from the face of the walling ; 6 inches projection 
will be sufficient, and the joists whigh carry the flooring notched 
on the top of the wall-plates. I 

In upper storeys, where some off the joists would naturally 
run into the fire-place or the flue ofj a chimney, two short scant- 
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lings are introduced, called trimmers (see Figures 100 and 101, 
page 197), one on each side of tlie place to be avoided ; one end 
of the timber rests on the wall-plate and the other- is framed into 
the third joist from the wall, and tbe two bridging joists nearest ' 
the wall are framed into the outer side of the trimmers. The 
joist into which the trimmers are framed is called the trmming 
joist, and should be made thicker than the others, as it has to 
carry a greater weight The hearth-stone should rest on a 
, brick arch built from the wall to the trimming joist 
( Two iron rods pass through the trimming joist and are 
embedded in the walling in order to resist the thrust of the 
arch. The ends of the tie rods should be bent down 9 inches 
and built into the wall. This is not shown in Figure loi. 

Fig. 100. 


■A 



Fiptre 100 shews in plan iJie mtihod of irimwingihe bridging joists so 
as to avoid a fire-place, bj.hiitreifie bridging joists jt, t the irimmrs; 
t i the trimming joist ; Wjp.ife wall-plate ; i. i, the iron bolts added to resist 
the thrust of the arih j Ji the he arth-stono ; f, the fire-place; and a, the arck 
which supports the hearthstone, Scale = 
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Fig. joi. 


B 


Figure 101 is a vertical cross section on the tine A B Fig. 100. The 
letters used are the same as in that Figure. 

§ 158 * Double-joisted Floors. — For spans greater than 
15 feet, the bridging joists, instead of spanning the whole dis- 
tance from wall to wail, are supported by intermediate beams 
[binders), which rest on the walls. Binders should not be 
supported by the walling directly above an opening for a door, 
window, etc., if this can possibly be avoided. The binders should 
rest on tenipla tes (small slabs of stone, 2 or 3 feet long and 2 to 
6 inches thick) let into a recess built in the wall ; or if these 
cannot be obtained on wall-plates placed on projections built 
out from the wall or on short projecting walls. 

Wall-plates 4^ inches wide by 3 inches deep will be suffi- 
cient for a span of 20 feet ; the dimensions of the wall-plates 
should be increased proportionately with the span and the 
consequent size of the joists. 

§ 159 . Protection against Damp. — In damp climates 
special precautions are necessary to prevent moisture from 
tlie ground creeping up the walls and affecting the floor. 

Dampness can be kept out to a great extent by raising the 
floor off the ground, and by constructing flues underneath it. 
These flues are made by building breath the floor parallel 
walls one foot apart, extending across (the building from main 
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■wall to main wall, in which openings are left at one or two feet 
above the ground level to allow the air to circulate freely under 
the floor. Free circulation of air is provided by merely making 
holes in the main walls opposite one another. These openings 
are usually covered with pieces of iron grating to prevent 
vermin from entering and li-ving under the floor. 

A layer of asphalte (see page 150, § 121) or of glazed 
tiles, or 2 or 3 thicknesses of non-porous slates, introduced at 
6 to 9 inches above the ground throughout the thickness of the 
wall, will effectually prevent the moisture in the ground from 
rising into the walls. 

In the case of houses built of wood, the small stone walls, 
usually 2 to 3 feet high, upon which the bridging joists-rest, afford 
the necessary ventilation ; these walls should, if possible, be built 
in the direction of the prevailing wind. 

The protection of buildings generally against white-ants has 
been discussed on page 150, § 121 ; so nothing more need be 
added here under that head. 


SECTION V.— STAIRS.' 

§ 160 . A detailed description of the different forms of stairs 
in use is far beyond the scope of this work. As however Forest 
Officers may often require to construct simple stairs, some 
of the general principles of construction, with such details 
as are necessary, have been compiled from the existing standard 
works on the subject for their guidance. 

§ I6I» Stairs are arrangements of steps for conveniently 
ascending and descending from one level to another, they are 
generally constructed cither of stone or wood. Stairs may also 
be made of masonry or brick-work, supported on arches, or else 
solid, and in this case do not require any particular skill to con- 
struct, provided the relation between the tread and the riser 
is correct. 

The following are some of the more common terms used 
in conection with stairs ; 

The stair-case is the chamber or space which contains the 

o* F”.?.''.?’'.'’ *’'* nn®* ‘ll'' ■>«' '>»* a<laptrf btm Chapter V tS Fart II (Edition ef 
1S91) of** Note* on BnUiilni; ConsiruinfoQ (Rirlngton's Serlei), the Sooth Kensington M&uuat. 
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stairs. This may be a room the exact size required, the wall 
of which surround or support the steps. Or the stairs may be 
constructed* in a large apartment, openings being left in the 
upper floors, so as to allow headway for persons on the steps, and 
to furnish communication between the stairs and the different 
storeys of the building. In the latter case the- stairs are usually 
placed against a wall and the opening in the floor above is trim, 
med round it, in the manner explained with regard to a fire-place 
(see page 196, § 157). 

The tread is the horizontal upper surface of the step upon 
which the foot is placed. 

The rise is the vertical height between two treads. 

The riser is the face or vertical portion of the step. 

The nosing is the outer edge of the tread. In most cases it 
projects beyond the face of the riser, and is rounded or orna- 
mented by a moulding. 

Fliers are the ordinary steps of rectangular shape in plan. 

Winders are the steps of triangular or taper form in plan 
required in turning a corner or going round a curve. 

A flight is a continued series of steps Avithout a landing, 

A landing a flat resting-place at the top of any flight. If 
the landing extends right across the Avidth of the stair-case, it is 
called a half-space ; if half across the Avjdth of the stair-casei 
a quart er~space. 

Newels are posts or columns used in some kinds of stairs 
to receive the outer ends of the steps. 

'V\\e. hatidirail is a rounded or moulded rail, parallel nearly 
throughout its length to the general inclination of the stairs 
and of such a height above the steps as to be conveniently 
grasped by a person on the stairs. 

Balusters are slight posts or bars supporting the hand-rail. 

§ 162. Dimensions of Stairs.— [rhe actual dimensions of 
stair-cases and steps are regulated byi the purposes for Avhich 
they are intended. The steps should -not, as a rule, be less than 
3 or 4 feet long, soas to allow tivo peoale to pass, but for general 
convenience may be made considerably longer. The angle of 
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ascent for a stair will depend upon the total height between 
the floors to be joined and the space that can be afforded in 
the plan. The wider the tread the less the rise will be. For 
ordinary purposes the rise should not be more than 7 inches 
or less than 5^ inches ; while the tread should not be more 
than 1 2 inches or less than g inches. The width of the tread 
added to twice that of the rise, should not exceed 2 feet. 
The actual proportion between the tread and the riser is practi- 
cally regulated by the space, as regards height and plan 
that is available for the stairs, and cannot always be fixed in 
accordance with the rules just laid down. The rules, however, 
should be borne in mind when a house is being designed in order 
to allow of good stairs being constructed. Flights should, if ' 
passible, consist of not more than 12 or 13 steps, after which 
there should be a landing. 

§ 163 . Different Forms of Stairs.— When all the steps 
are parallel to one another and rise in the same direction, the 
stair is called straight. When alternate flights rise in opposite 
directions, the ends of the steps composing each of these 
alternate flights being in the same vertical plane, so that there 
is no opening or well-hole between them, the stair is called 
dog-legged. When there is an opening or well-hole between 
the backward and forward flights, the stairs are said to be Geo- 
metrical, Circular stairs are composed of steps contained 
in a circular or polygonal stair-case, towards the centre of 
which they all converge. All the steps are necessarily winders. 
Circular stairs may also be made with the converging steps 
supported by a newel at the centre, or else rising around an 
open well, instead of resting upon a newel. 

Straight stairs can only be used when there is a consider- 
able length of space available for the stair-case, compared with 
the height to be gained. Dog-legged stairs, neglecting the 
space occupied by the j andings, require about half the length 
and twice the breadth required by straight stairs, Geometrical 
stairs require a little mi )re width and about the same length . 
of space as a dog-legged stair. 
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Dog-legged stairs should have a half-space landing be- 
tween the ilightSj if practicable. If the whole of the space 
must be taken up with steps, the tread of the winders will be 
very narro.w near the balusters, and the stairs will be most 
inconvenient to ascend. Dog-legged stairs should not be used 
where winders are necessary, if there is room for a well-hole 
between the flights. The effect of the well-hole is that the 
winders converge to a point between the flights, and the treads 
have in consequence a certain amount of width even on the 
edge of the well-hole, and at a short distance inside, where a 
person ascending puts his foot, the winder is sufficiently broad 
to afford a convenient tread. 

* § 164. Stone Stairs. — Stone stairs are much simpler in 

construction than wooden ones, but the steps are much heavier 
and require substantial walls for their support. They become 
smooth under continued wear, and then are slippery and dan- 


gerous. 

Stone steps are generally solid blocks ; for external struc- 
tures the tread should be slightly weathered (sec page 149, 
§ 120} or the stone set with a slight inclination outwards. 
Steps and landings which cannot be got out in one stone must 
be made of pieces jointed together. In some cases it will be 
necessary to support the landings on girders. Stone steps may 
be square in section, or the lower side may be cut aAvay ; this 


is sometimes useful where headway is required under the stairs, 
and also makes the stairs lighter. ( 

Where large stones are not available, stairs may be con- 
structed of brick-work, or masoi|ry supported on arches of 
varying height, so as to give them fjhe required inclination. 

Fixing stone Stone steps may be supported at both 

ends on walls ; or else may be built into one wall only, in which 
case they are called hanging stepsA Hanging steps are soon 
destroyed by fire, they snap off ai the wall. The lowest step 
of a stone stairs should be slightjly sunk into the ground to 
prevent its sliding on its bed. / 
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Steps supported at both ends are of most simple con- 
struction. Each stone is rectangular in section, of a height ex- 
actly equal to the rise, and in width a little more than the tread. 
They are about I2 inches longer than the width of the stairs, 
so that a length of 6 inches at either end may be built into the 
adjacent walls ; when the walls do not rise higher than the sides 
of the stairs, the steps are of a length exactly equal to that 
of the total width of the stairs, and the ends are supported by 
walls built underneath them. 

Hanging steps are fixed at one end only; the outer 
end projects, and is without support other than that afforded 
it by the steps below it. The fixed ends of the hanging 
steps should be let into the wall about 9 inches, and very 
solidly and firmly built in. If the ends of the steps are securely^ 
built into the wall, the steps cannot slide. Hanging steps may 
be built in as the wall is carried up, or the steps may be inserted 
afterwards. Sometimes about 12 inches of the walling above 
and below the steps is built in cement. 

Stone stairs may be straight, dog-legged or geometrical. 
Dog-legged stairs are generally composed of hanging steps, 
the inner ends of which are built firmly into the wall, while 
the outer ends of the different flights are in the same vertical 


plane. There may be a half-space or quarter-space landing 
at the top of the first flight, or the whole space may be 

occupied by winders, thus adding to the height to be gained 
without increasing the areaU the stair-case. A geometrical 
stair in stone consists entirely of hanging steps, the outer 
ends of which are tijuq int the wall, while the inner ones 
abut upon the well-hole off the stairs. If constructed with no 
landing, the space being entirely filled with winders, the latter 
will be of a much better shaj le than in a dog-legged stone stairs. 

§ 165. Wooden Stairs. — ^Wooden stairs are lighter than 
those of stone, and do not require such strong supports. They 
are also more elastic, and d( ' not become so smooth under wear 
and tear, ns to be dangerous. They are, however, subject to 


decay, and may be more rap 


dly destroyed in case of fire. 



■STAIRS 


203 


The steps proper are supported on inclined scantlings of 
thick boards, called strings. 

The string placed up against the wall and plugged to it 
is called the viall string. That at the end of the steps 
furthest away from the wall is called the outer string. 

With short treads and risers these two strings are sufficient 
for stairs 3 or 4 feet wide. For wider stairs additional support 
may be afforded by rough strings introduced between the 
wall and the outer string. These should be about the same' 
size as the bridging joists. Their upper surfaces may be 
slightly notched to receive the back edge of the tread, and 
pieces of board should be nailed to them so as to further 
support the steps. 

The wall string is plugged to the wall. The upper and 
lower ends of the outer string are framed into newel posts 
(see page igg, § 161), as are also the first and last risers of 
each flight. 

When the flight of steps extends uninterruptedly from one 
floor to another, the newels are attached to trimming joists 
(see page igS, § 157) provided among the floor joists to receive 
them. When the flight of steps is broken by a landing, addi- 
tional newel posts should be provided on each side of the landing, 
extending the full depth between the floors. The trimmers 
(see page ig6, § 157) which are fixed and wedged into the wall 
and project from them to carry the landing, are attached to these 
newel posts. The ends of the rough strings are framed into 
the trimming joists, or, if these are not available, into the 
trimmers. 

The wall and outer strings may be cut or housed. In the 
former case rectangular notches arc cut in them, each equal 
in depth to the rise, and in width nearly equal to the tread of 
a step. The boards forming the treats and risers arc nailed 
to them. The outer string of a geo nctrical wooden stair is 
always cut. 

In many stair-cases the strings, nstcad of being cut to 
receive the steps, a’re left with their uj: per surfaces parallel to 
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the lower, and grooves {housings) are cut on their inner sides 
to receive the ends of the treads and risers which are 
secured in their places by wedges. 


§ 166. Construction of Wooden Steps.— Wooden steps 
are formed of boards. The risers are united to the treads by 
joints. The riser should be tongued and grooved, or rebated 
(see Part I, page 129, Figs. 57 and 55) into the tread. The 
joint between the tread and the riser may be strengthened 
by small blocks of wood nailed into the inner angle. 

The treads should project over the risers, and are usually 
finished with a rounded or moulded nosing (see page igg, § 161), 
the projection of the nosing is generally equal to the thickness 
of the tread. 

The tread should be made of some hard wood, and may be 
1 1 inches thick for steps 4 feet long, the thickness being 
increased by i inch for every 6 inches added to the length of 
the steps. In very common stairs the risers are sometimes 
dispensed with. 

In England the joints between the risers and treads are 
glued. In India glue will not stand the climate, and the back 
of the treads should be screwed to the lower edge of the 
risers. The landings are,/ supported on ordinary floor joists 
resting on the walls and framed into the trimming joists which 
carry the heads and feet of the outer string of the stairs. 
Winders are only necessary w'bere the plan of the stairs is 
such that it will not admit of a landing being made ; and in 
this case the place, otherwise occupied by a landing, is filled up 
with steps (winders). 


Winders are constructed as follows Joists called bearers 
are framed into the newel, with their outer ends resting in the 
wall of the stair-case. In the case of a large stair-case struts 
{cross^bearerd^ may hi fitted between them to still further 
strengthen the structure. The risers rest on these bearers, and 
the treads ate fastened 1 0 the wall string in the usual way and 
to the newel. Sometimes 2 or 3 joists parallel to the fliers 
going from wall to wall o f the stair-case are substituted for the 
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bearers referred to above, and where the winders cross them, 
' rough brackets for their support are attached. 

§ 167 . The height of the hand*railing should 

be higher on landings than on the steps themselves. They 
should be specially raised over the winders, particularly if they 
have a steep pitch. The height from the tread at the nosing to 
the upper surface of the hand*rail on the steps should be 2 
feet 7^ inches. On landings a height of half a riser should be 
added to this. The upper surface of the hand-rail should be 
rounded. A common dimension for it is 3^ inches wide by 2^ 
inches deep. 

The balusters may be nailed directly to the hand-rail. The 
hand-rail is supported by the balusters, which usually consist 
of wooden bars square (i to inches side) or round in section. 

The balusters may be dovetailed into the tread or fixed to 
the outer string. Generally two balusters are fixed on the 
end of each step, one flush with the riser and the other half 
way between the risers. On each of the narrow ends of the 
winders only one baluster is required. 

§ 168 . General Remarks on Planning Stairs.— B efore 
planning or laying out a stair the following information is 
required, and is generally determined by the circumstances of 
the case: — 

(1) The height of the stairs, /,e., the vertical distance 

between tlie surfaces of the floors to be connected by 
the stair. 

(2) The position of the first and last riser. These must be con- 

veniently arranged in connection with the approaches, 
doorways, etc,, leading to the stairs. 

{3) The width and length of the stair-case available. 

(4} The position of the doors, windows, etc., surrounding the 
stair-case. Tho steps must be kept clear of these. 
When these particulars ardi known, we can determine 
the description of stairs Avhich should be adopted, 
bearing in mind the class of building in which the 
stairs-arc to be erected. I 
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Having decided the kind of stairs to be constructed, some 
ingenuity and contrivance will be required in order to give them 
proper proportions, and at the same time to arrange them so as 
to fit the space available. A good stair should consist of flights 
running alternately in opposite directions, and each containing 
not more than lo or 12 steps. All sudden alteration in length 
of flights, the introduction of single steps here and there, should 
be avoided. The landing between the flights should be of a 
length and width at least equal ' to the length of the steps. 
Winders should be avoided as much as possible, and the steps 
should all have the same rise. The rise and tread should be 
carefully proportioned. Care must be taken that when one 
flight passes under any other or below a landing there 
should be plenty of headway, and also that the steps are kept 
clear of all doors and windows on the stair>case. The stairs 
should be well lighted throughout their length, 

§ 169. Laying out the Plan of Stairs.— The height of 
the storey being known, a convenient height for the risers is first 
tentatively assumed. The total’height to be gained, divided by 
this, will give the number of risers. The number of treads will 
be one less. The proper width for each tread (in proportion 
to the height of the riser) should then be determined (see page 
200, § 162), If there is room in the stair-case for the required 
number of treads and the required landings, well and good ; if 
not, the height of the riser must be increased and the width of 
the tread proportionately decreased ; or the landing in the 
case of a dog-legged or geometrical stair must be entirely or 
partially replaced by winders. In laying out the winders, it 
should be remembered that the tread is inconveniently narrow 
near the balusters ; consequently the treads of the winders should 
be made the same width as. that of the fliers at a distance of l$ 
inches — or in the middle, > in small stairs— from the balusters. 
This cannot always be accomplished in dog-legged stairs. 

When laying out stairs ^practically, in the building itself, the 
height to be gained is carjefully marked out upon a storey rod 
on which are marked eqii^al divisions corresponding to the 
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number and height of the risers. A similar rod for the treads 
should be also used. A rod showing the width of the staircase i 
the length of the steps, the size of the newels and risers, and of 
the inner and outer strings should also be prepared. 


SECTION VI.— ROOFS. 

§ I70> In the construction of any building, one of the essen- 
tial considerations which governs the whole design is the 
kind of roof to be suppoVted. There are many kinds of roof 
and roofing materials, but roofs, so far as their construction is 
concerned, may primarily be divided into three principal 
classes 

(1) Flat or terraced roofs, 

(2) Arched roofs, 

(3) Pent roofs. 


The flat or terraced rna/isavery simple and solid con- 
struction, and does not from its nature admit of any funda- 
mental difference of patte rns. 

Arched roofs may consist either of one large arch, or of 
a scries of low flat arches {jack arches). In the latter case the 
jack arches spring from iron beams resting on the tops of the 
walls of the building or room to be roofed in ; the size of the 
beams depend upon the span of the arches. If the arches are 
small, the roof closely resembles a terraced roof. 


Pent roofs include all forms of . roofs built with sloping 
surfaces, and can be constructed in many different ways and 
of many different materials. 

§ 171. Terraced Roofs. — The jupper surface of a ter- 
raced roof is nearly flat, and the roof itself in consequence 
forms a very convenient place for slccj^ing when the weather is 
very hot. 

Beams of wood, or iron girdersj are placed across the 
rooms of the house to be roofed. The dimensions of the 
beams, and the interval between them, depend upon the size 
of the room and the weight which theW have to bear. 
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Small scantlings, usually square in section, are placed upon 
-the main wooden beams, and are laid tlie length ot a brick 
apart from centre to centre, so that the bricks laid across them 
to form the substratum of the terraced roof may just abut 
against one other. 

Flat tiles, 12 inches square and from to 2 inches thick, are 
preferable to bricks, if procurable, because they are lighter. 

Fig. 102. 



figure t oz ie « seetio n Utrough a ferracei roof, a, A ore the mat it beams s 
his a scantling, the scantlings are joined over the middle (f the main beam, 
and e,c are the layers of tiles; iisthe s-inch layer of concrete sehich 
forms the upper surface of the roof. 

If tiles I inch thick are used, two laydrs ■will be required, and 
these should be made to break joint with each other. Their edges 
should be set in mortar. Over this place a layer of broken pieces 
of country tiling about i to | of an inch thick, and on the top 
of this lay 3^ to 4 inches of fine concrete made, if practic* 
able, from broken bricks of not more than J an inch gauge 
(i inch is too large), or, better stiU, the fine nodules left from 
lime screenings of unburnt kankar. The layer of concrete 
should be well beaten and freely ^vatered. When consolidated, 
but before it is dry, it should be ” rendered ” with the fine 
gruel-like sediment, deoosited from lime mixed in gtir (un- 
refined sugar) and hel (tl{[; fruit of ^gle marmelos) water, put 
on with a grass brush* and smoothed over irith a trowel. 
(JH. N. Hodges.) 

The upper surface of the concrete must be kept smooth and 
sloped outwards (J an inch per foot), so as to allow the rain- 
water to run off easily. This slope may be obtained by slightly 
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raising one end of the beams which support the roof; or if the 
centre of the roof is to be the highest point, by nailing wedges 
of wood on to the beams on which the roof rests. The con- 
crete, when laid, must not be too fluid. After the layer of 
concrete has been laid, the surface must be beaten with thdpis 
(light wooden mallets) until it is su lliciently consolidated to 
cause the latter to rebound from its surface when let fall on it. 


During the process of consolidation, the upper surface of the 
concrete should be sprinkled with water, in which molasses 
{gur) and bel (the fruit of /^gle marmelos) have been dissolved 
in the proportion of half a cask of water to 3^ seers of molasses 
and 2 seers of bel. On the completion of the beating process 
the surface ol the concrete is sprinkled with water and worked 
to a fine polish, molasses and bet water being added. No 
plaster should be laid on optside the concrete. Any cracks 
which appear in the concrete may be filled and rendered 
water-tight with an intimate mixture of tar and rosin ;* of cotton 
(2 oz.) cut up very fine, boiled linseed oil (10 lbs.), and slaked lime 
(20 lbs.) or of linseed oil (4 lbs.), rosin (4 lbs,), and pumice 
stone (2 Ibs.).’^ As soon as the consolidation of the concrete is 
completed, the upper surface of the roof should be covered 
with a. layer of sand or fine earth 2 inches thick, upon 
which a layer of grass mats should be placed and kept con- 
stantly wet until the rains begin. It is assumed that such 
work will be begun in the cold weather. 


Some people advocate terraced .roofs with no parapets, 
so as to allow free play for the rain-water ; but if sufficient 
allowance is made for the escape of the (rain-water, a parapet may 
be added, and it certainly improves the appearance as well as 
the safety of the building. Where a terraced roof joins a wall, 
care should be taken to see that the concrete is thoroughly 
rammed, beaten, and united with the wkll. 


§ 172, In Madras terraced roofs differ in construction from that just 
described, in not having tiles or bricks extending from one joist to another. 
The joists arc placed from 12 to 16 inche^ apart from centre to centre. 

> Madras Civil Engineering Coliegc Papers, snd Edition, Part I, page 73. 
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Then a layer of bricks-on-edge arranged diagonally to the beams is placed 
over the joists (the bricks are about 6"X3* JCsJ'*) and the mason begins work 
from one angle of the room. The first brick or two rest on the wall. The 
mason then covers one side and end of a brick with stiff mortar and presses 
it into place, while he sits on a joist facing his work, and if the brick just 
placed in position is unsupported by a joist, he presses one foot against it 
while he mortars and places the next brick in position, then transfers his foot 
to it, and has both hands free to hold and mortar another brick. He thus 
works backwards and forwards completing one row from wall to wall before 
he commences a second row. The rows break joint as in an ordinary ^ brick 
wall. On the top of this brick-on-cdge a layer of hydraulic mortar is laid, 
and on it a layer of flat tiles'(about 4J inches square). Sometimes a second 
layer of mortar and tiles is added. On the top of all a layer of from ^ to a 
or even 3 inches of hydraulic mortar is laid, the surface being polished 
with a pebble. 

In the Kurnool District thin slabs of stone (i inch thick) are laid on 
the joists, and are covered with from 3 to 6 inches of concrete and a coat of 
lime plaster. A similar roof is used for verandahs with a rise of 1 in 4. 
Along the eaves of the roofs is a raised ledge of plaster or concrete to 
serve as a gutter, openings being left’at intervals to allow the water to 
escape. These should be furnished with open spouts to throw the rain 
water well clear of the wall of the building. The ground- on to which the 
water falls is protected by slabs of stone, from which a channel runs to take 
the water away from the basement of the building. (F, A. Lodge,) 

In Sindh, as well as in some parts of the Madras Presidency (Kistna 
District), terraced roofs are made with mud instead of concrete as de- 
scribed above. In Madras beams are placed from one wall to the 
other and rafters above them in the usual wayj^while over the rafters are 
placed roughly-shaped planks ^bout feet lon^- by, 6 inches wide and 
I i inches thick forming a wooden ceiling. A covering of leaves and twigs 
is placed on these planks, and tibove this layer comes a covering of clay about 
9 inches thick. This clay (loifally known as Paii matti) is prepared as 
follows ; — All small stones an^ other impurities are first removed from 
the clay, so as to prevent its ct-acking as it dries. It is then mixed with 
hoes with a small quantity of jwater and left alone for some hours, when 
more water is added to it, itj is then worked into a pasty consistency. 
This pasty material is then laiq^venly over the leaves and twigs by means 
of wide-mouthed pans. About three days afterwards the clay begins to crack, 
and the cracks are filled up wit^h dry earth. On the fourth day Tsandtt (salt- 
earth) is evenly spread over tbs roof to a depth of to 2 inches. The 
mud walls, which have only bbjm completed to the bottom of the beams, 
are now raised up to within’3 inches from the upper level of the roof, and 
slates (napa) are arranged along the w-alls in two layers, projecting 
about a foot beyond the outer ] surface of the wall, so as to protect them 



ROOFS. 


2 II 


‘ 4 

from rain. The upper layer breaks joint with the lower one. A mud 
wall about I foot high and 1 foot thick is built on the slates all around 
the house and at the bottom of this earthenware spouts are sometimes 
placed to allow the water to drain oil the roof. {A. W. Lvshington,) 

In Sindh* grass mats made from Saccharttm spontaneum (kdtik) and 
Sacehanm sara (siir) are substituted for the covering of leaves used in 
Madras, and a layer of cow-dung and sandy earth, 5 inches deep, is placed 
on it and beaten until the surface is smooth. The upper surface 
of the roof is made to slope outwards slightly so as to allow the rain to 
run off easily. A layer of sun-dried bricks, a inches thick, laid in mud, 
is then added and roughly plastered, any cracks being filled with mud 
when the roof is dry. 

§ 173 . Terraced roof for a verandah.— In the case of 
verandahs or roofs of small span, small scantlings {karris) are 
sufficiently strong to support a terraced roof. The scantling of 
the timbers used will depend upon the span of the roof and 
the weight of the roofing material. For spans up to 8 
feet simple joists may be used to support the roof, but where 
the span exceeds 8 feet it is more economical to use beams and 
battens in the usual manner. The dimensions of these may be 
determined in the manner described in Section VIII., page 254, 
et seq. 

The scantlings, which support a verandah roof, as well as 
the roof itself, are often introduced into the wall of the buildino-. 
The higher ends of the scantlings are embedded to a depth of 
about 9 inches in the wall of the building, while the lower 
ones rest on walls, or wall-plates supported by posts or 
pillars. A better w'ay of supporting the upper ends of the 
rafters of the verandah is to construct |>il]ars or posts to support 
them, instead of building them inp the wall. Or else 
to construct a corbel of stone wood (see page 156) 
for this purpose. The roofing in contact with the w'all does 
not then enter it ; and to prevent leaking at the junction a 
projecting course roof bricks should ibe laid in the wall at a 
suitable height above the rafters, and the space between this 
and the upper surface of the' terraced roof filled with concrete.® 

I Shoktram Pribdas, Extra Assist.int ConsqVvator of Forests, Hyderabad, 
Sindh. j 

> Civil Engineering College Papers, No. X, Parti, page 71, and Edition, 
Madras, >877. I 
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§ 174 , Terraced roofs have the disadvantage of being very 
heavy and of requiring high and specially strong walls, thus 
adding considerably to the volume of the masonry required. 
They are themselves expensive to construct, and arc often very 
difficult to keep water-proof. It is impossible to make the roof 
water-tight if the wood-work is unseasoned. 

The following rule for determining the dimensions of joists 
and beams fora terraced roof (weight allowed for being loo lbs. 
per sq. ft.^) is given in the Madras Civil Engineering College 
Papers. The dimensions of the beams used may also be calcu- 
lated in the manner described in Section VIII, page 254, et seq ,: — 
For every foot of unsupported length 

in a beam, allow . . . | inch depth and 

inch breadth. 

For every foot of unsupported length 

in a joist, allow . . . i inch depth and 

^ inch breadth. 

§ 175 . Arched R00FS.~When the dimensions of a room 
are such that it is difficult to get the large timbers necessary to 
support a terraced roof, an arched roof may be constructed. 
Arched roofs arc said to be hotter than terraced roofs, but are 
more durable and equally water-proof. The roof may be made of 
one large arch, or of a scries of small arches (called jack- 
arches) supported on girders.. 

When the .span is more than 20 feet, a scries of jack- 
arches supported by girders is generally preferable. 

If the roof is made of one large arch, the arch may be 
either semi-circular, elliptical or segmental. If the last form be 
adopted, the walls of the building must be considerably 
strengthened to take the thrust of the arch. 

If the roof is constructed of a number of jack-airches, these 
may be either semi-circuliar or segmental, and should spring 
from suitably cut bricks l^aid on iron girders, or old iron rails 
used as beams. If old iroU' rails are used, they should be given a 
caviber (see page 184, § 140) of 2 or.4 inches ® at the centre, while 

1 Civil Engineering College Paners, No. X, Part I, page 7», and Edition, Madras, 
1877. . . \ 

s R. N. Hodges, Superintending^ Engineer (Railway Construction Branch). 
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the ends of the rails embedded in the walls should be rigidly 
backed with masonry to prevent spreading and consequent loss 
of camber. 

If it is decided to roof the building by means of one single 
arch, great attention must be paid to the construction of every 
part of the building, in order to ensure its stability and to 
prevent it from settling unequally. If the arch is segmental 
in shape, the walls must be made sufliciently strong to bear its 
thrust, as well as the weight of the roof itself; or the lateral 
thrustof the roof must be counteracted by wrought iron tie-rods. 

The thickness of the walls which support the roof will vary 
with the weight of the roof and the thrust of the arch or arches 
of which it is composed. The best materials only should be used 
in the construction of arched roofs and only skilled workmen 
should be employed. The mortar in the walls should be allowed 
to set before the roof is begun. The floor should be laid after the 
completed building has finished settling. 

In constructing an arch the best and hardest bricks only 
should be used, the joints should be very fine and even, and the 
mortar should be made with cement or good hydraulic lime. 
Holes should be left in the roof for ventilation, unless suitable 
provision has been made when building the walls. The 
mortar in the arches should be allowed to set thoroughly 
before the centre is removed.. 


The number of brick-layers employed should be sufficient 
to carry on the work in even courses, so that the arch may be 
built up symmetrically from cither springing. The arch should 
be carried up from both sides at the same time, the courses being 
made to break joint with each other. If the arch is constructed 
in two layers, . the joints of the second layer should 
alternate as far as practicable with those in the first layer. 
The last course, which forms the key/of the arch, should be put 
in very tightly ; this may be done b)^ leaving a little less space 
than the thickness of the last brick,. And widening the aperture 
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by means of planks and wedges until the bricks can be placed 
in position without using much force. 

The question of the construction of the centring on which an 
arch is built has already been considered (see page i86, etseq.). 
After the centring has been removed or “ struck," the arch 
should be allowed to settle. If the arch is an important one, 
pile dry bricks on the haunches and crown and leave them there 
for two or three days, then remove them and proceed with the 
work that remains to be done. The spandrils, especially in the 
case of semi-circular arches, should be filled up as the arch rises. 

§ 170. When the roof consists of a single arch, wrought 
iron tie-rods must be inserted passing from the back of the 
block forming the skewback surface to the corresponding skew- 
back block, to resist the lateral thrust of the arch ring. Similarly 
when the roof consists of a series of arches resting on girders, 
the lateral thrust of the outer arch springing from the outer wall 
must be resisted by wrought iron tie-rods, passing through 
the girder and through the outer wall, where a large washer 
plate g to la inches square, of cast iron, should be placed 
between the nut of the bolt and the Avail surface. If the 
arches are segmental, the two last girders should be tied 
together by Avrought iron rods, placed horizontally 6 or y 
feet apart at mid height of the skeAvback surface and passing 
through the arches so as to counteract the thrust of the last 
seofmental arch on the external wall. These tie-rods have 
threaded ends, and the nuts are scrcAved tight against large 
washer plates. Where tAVO segmental arches spring from the 
one girder,’ their thrusts ' vill more or less neutralize each other, 
and the resultant of the two thrusts of the arches on the 
girders Avill pass vertical y down through the girder itself and 
will not affect the equilibjium of the structure. The diameter 
of a tie-rod Avilb vary! with the span and the thickness 
of the arch ; if the rise jpf the , arch is one-fifth of the span, 
the thurst will be oneVhalf of the Aveight of the arch. 
For example, suppose we) have an arched verandah 30 feet 
long, the thickness of 1 the arch being, 9 inches and the 
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arches 6 feet along their axes, the total weight of the roof per 
foot of length will be— 

6 X 1 X X 120 = 520 lbs. 

If the weight of a cubic foot of brick- works weighs 120 lbs., and 
as the verandah 1530 feet long, the total wight of the roof 
will be— 

540 X 30 = 16,200 lbs„ or 7'23 tons. 

Half of this will be the horizontal thrust, that is, 3*62 tons, The 
safe tension load for wrought iron is 5 tons per square inch, so 
■T~= *724 square inches, or 4. ties, of *181 square inches each, 
will be suflicient to resist this thrust; in practice we should 
use four bars, each ^ inch in ^diameter. 

§ 177 . The following information regarding the use of rails 
for arched roofs has been communicated by R. N, Hodges, Esq., 
Superintending Engineer (P. W* D,), Railway Construction 
Branch 

For rooms of from 16 to 18 feet span flat-footed rails may be 
Used, instead of rolled iron girders for supporting jack-arches ; 
the rails must be given a camber of form 2| to 3 inches, and the 
ends must be carefully backed in the walls to prevent their 
spreading. If unchambered rails are used they will not be 
strong enough to support the weight of the jack-arches. 

In this way a room 18 feet span may be covered with jack- 
arches of brick-work, the rails (weight 62 lbs. per lineal yard) 
being placed 4 feet apart, and the thickness of the jack-arches 
being 44 inches (half a brick). With jack-arches roofs give 
pleny of slope to the roof so as to ensure rapid drainage. 
Do not make the roof flat, like a terraced roof with battens, but 
let the roof follow the waves of the jack-arches. If this is done, 
the chance of leakage is decreased, and the weight of the roof 
is also lessened. ' 

When flat-footed rails are u^ed, the rounded surface 

' 



2i6 


BUILDING CONSTRUCTION 


should be placed on the wall, and the jack>arches should rest 
on the flat foot of the rail. 

§ 178 . Pent roofs generally are constructed of much lighter 
materials than arched or terraced ones, and do not consist of 
a practically impervious mass of masonry, but are made of com- 
paratively light materials arranged overlapping one another 
so as to allow the rain to flow down their sloping surfaces. 
The whole of the roof surface is supported on a suitable 
frame-work below. They are made of different shapes, 
of which the following are some of the more simple and element- 
ary forms:— 

Lean-to roof . — A lean-to roof is one which only has one side 
or slope (see Fig. 103), such as would be used for a verandah 
added to a house after it had been completed. 

Fig, 103. 



A a sketch of a lean-to roof. The shaded portion is ike roof. 

Gable ^*00/.— When 1 ihe end walls of a building are carried 
up to the ridge so as to pieet the roof, as in Fig. 104, page 217, 
the roof is called a gable:. 
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Fig. 104. 



Fig. JOjf sho'Jis a house wUt a gable roof. The roof surface is shaded. 


Hipped When the end walls are not carried up higher 
than the side walls, and the roof is sloped down to meet the end 
as well as the side walls, the construction is called a hipped roof 
(see Fig, 105). The rafters, which are carried from the end of 
the ridge on to the angles of the wall at the end of the building 
are called “ hip rafter i" ; the short common rafters which are 
fitted into the hip rafters and rest on the wall-plates are called 
jack rafters. 

Fig, 105. 
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When there is no ridge piece, and all the upper ends of the 
hip rafters meet at the same place, the roof becomes pyramidal 
in shape. 

The slope of a pent roof, the angle at which the roof 
surface is inclined to the horizon is called the pitch of the roof. 

The pitch of a pent roof may be expressed either by the 
angle which the surface of the roof makes with the horizon, or 
else by the ratio which exists between the rise (the vertical 
height of the ridge of the roof above the top of the walls of a 
building) of the roof and the span (the horizontal distance 
between the walls) of the building. 


The pitch of a roof varies according to the climate and the 
nature of the roofing material used. Where snow falls the pitch 
of the roof must be specially steep, in order to prevent the snow 
from accumulating on it, and so adding to the weight which has 
to be supported by the roof timbers. In localities where rain 
only is expected the pitch may be less ; and where little or no 
rain falls the roof may be made — so far as the rain is concerned 
— almost flat. The rise given to a pent roof is rarely more 
than i or less than of the span. 

§ 179. Roofing Materials.— In the plains of India, the 
roofing materials in most common use for pent or sloping roofs 
of forest buildings are thatching grass, palm-leaves or tiles. 
Terraced and arched roofs are used in the better class of per- 
manent buildings only. In the hilly and cooler portions of 
India, planks, wooden shingles, galvanized corrugated iron, and 
plain sheet-iron galvaniz* d or painted, are largely used. Where 
good slates or thin slabs of stone are available they form good 
and durable roofing matei ials. 

Galvanized (zinc coated) corrugated iron is steadily 
superseding shingles ai d thatching grass (where the climate 
permits) in the better class of forest buildings, on account 


of its greater durability 
affords agsdnst fire. Thj 
favours the use of galvanl 


[and the increased protection which it 
e rise in the price of shingles also 
zed corrugated iron in the hills. 








Sheet-iron is also used for houses, because it is cheaper if 
not galvanized, and lighter than corrugated iron. Sheet-iron, if 
not galvanized, must, however, be painted on both sides in 
order to protect it from the weather, and this coating has to be 
renewed from time to time, whereas galvanized corrugated iron 
requires no additional protection against the weather whatever. 

Sheet-iron, if properly and regularly painted, is fairly 
durable. It is much lighter, and consequently weaker, than cor- 
rugated iron, but if not properly and regularly painted is soon 
eaten through by rust, When old, it is liable to be dented • or 
pierced by hail during the heavy storms which visit the Hima- 
layas at some seasons of the year. 

In consequence of the constant attention and inspection 
required by sheet-iron, its use cannot be recommended for forest 
buildings in out-of-the-way places, which are only occasionally 
visited by a controlling officer. It is undoubtedly suitable for 
light roofs in a station where economy in initial outlay is of 
importance. 

For small buildings, in the hills, planks are better than • 
slates or slabs of stone, as it is very difficult to keep the latter 
in good repair. Monkeys, snow, and storms of wind continually 
disarrange them. 

Tiles are used very largely in many parts of the plains of 
•India, and form a cool and comparatively cheap roof, A tiled 
roof is almost as cool, and not nearly so heavy ,'as a terraced roof ; 
and if properly constructed is much more durable and fire-proot 
than a thatched one. A thatched roof is, however, considered 
to be one of the coolest that can be constructed. Professional 
thatchers {gharamis), however^ cannot always be obtained in 
out-of-the-way places. 

If tiles are made of poor, saiidy clay they will be light, 
porous and liable to be displaced by^ wind if not firmly placed 
in position. 

§ 1 80. Thatched Roofs.— Tha/tched roofs are very largely 
used for forest buildings, though tlieir use is prohibited, by 
Gdyernment order, in buildings constructed by the Public 
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Works Department, on account of the danger of fire to whichi 

they are exposed. A thatched roof consists of two parts 

(i) a frame-work of bamboos similar to that used to sup- 
port a tiled roof; and (2) a layer of grass placed bn and' 
fastened to the bamboo frame-work. The frame-work is usually 
made of split bamboos tied to each other- and to the roof timbers' 
with string. A layer of common mats may with advantage be 
laid over the bamboo frame-work, in order tO' make the inside 
of the roof lighter and cleaner. 

A pitch of 35° (which is equivalent to a rise of of fbe- 
span) is recommended; while one of 36“ 52' (which is equivalent 
to a rise of f of the span) is found to answer well and simplifies- 
the construction of the roof, since if this angle be adopted the 
ratio of the rise, ^ span and sloping surface of the roof, to 
one another are as 3 : 4 : 5. 

The frame-work consists of rows of whole bamboos, if small 
(or split ones if large), placed horizoijtally about 3 feet apart 
from centre to centre. On these, and crossing them at right 
angles, are tied bamboos placed 9 inches apart, and on these- 
again split bamboos are plhced diagonally at intervals of 6 
inches. The bamboos are tied to each other with string at their 
points of intersection. This frame-work rests on and is firmly 
secured to battens or whole bamboos, placed 3 feet apart sup- 
ported by the purlins or rafters of the roof truss. 

Where large bamboos are available, they may be used for 
rafters instead of sawn- timber. Freshly cut bamboos are often 
subject to the attacks- of weevils,, and should not be used. If 
only fresh bamboos are available, they should be cut when there- 
is no moon (see page 88, § 61 ) and, if practicable, should- 
either be totally- immersed in water for a week, or. else well 
smoked before being placed! on- the roof trusst The frame-work 
may be prepared on the roof truss itself,, or on- the ground, and 
when complete, placedan \ position on the roof-truss. Small 
repairs to the frame-work n lay be done without removing it fromi 
the roof, timbers, but when the repairs required ,are consider-. 
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able, the frame-work should be lifted off from the roof, taken to 
^pieces, the decayed portions removed, and the whole frame 
work reconstructed and replaced on the roof truss. 

The best for thatching purposes is one which is strong, 
tough, flexible, long, and at the same time fairly durable. A 
fine grass usually lasts longer than a coarse one. 

The methods of constructing a thatched roof in India 
vary greatly in different provinces and districts, and conse- 
quently only that in use in the Dehra Dun district, and North- 
Western Provinces generall}', has been described. 

• In the Dehra Dun District the usual thickness of the cover- 
ing of grass .for a thatched roof is 9 inches, composed of 3 
layers, each 3 inches thick, closely and tightly packed together. 
Care is required to sec that the proper thickness of grass is 
kept up from the top to the boltoin of the roof, as contractors 
frequently make the roof thinner towards the top where they 
hope this defect may escape notice. If the grass is well 
laid, it should bear the weight of a man without perceptibly 
sinking. The grass is put on the roof in horizontal Ia)’’crs begin- 
ning at the eaves and working upwards to the ridge of the roof, 
and is kept in position by being placed between battens made 
of split bamboo, tied by string, at intcn'als of 9 inches, to the 
bamboo frame-work beneath. These battens should not be 
more than 9 inches apart. Each layer of grass should overlap 
two-thirds of the one beneath it. The grass is made up into 
small bundles {tatiies) on the ground, from i to 6 inches thick. In 
the Dehra Dun District these bundles arc fastened together with 
two small strips of bamboo, and are thus handed to the man who 
is thatching. This man places each bundle of grass separately 
in position on the roof between the battens, and then removes 
the slips of bamboo. The finished surface of the roof should 
have an even appearance. The caves bundles arc cut off square 
as the work proceeds. In the Dehra i Dun District the bamboo 
battens which keep the grass in position arc secured to the frame- 
work at one end first, and the string t^cs are passed through the 
bamboo frame-work by means of an irrf>n rod, bent into the shape 
of a large curved surgical needle: tiic two free ends of the 
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string are left projecting above the frame-work, and are tied 
together over the split bamboo which keeps the grass in posi- 
tion after this has been laid on the roof. All the ties required 
for one layer of thatching grass are fastened to the frame-work 
before any of the grass is laid. These ties ate covered over by 
the next layer of grass placed in position, and are not visible 
when the roof is complete. 

The ridges and hips must be carefully bound over in 
order to make them water-tight : the way in which this is done 
varies from district to district. Where chimneys pass through 
the roof, great care must be taken to prevent the roof leaking 
around the chimney. This may be done by introducing a suit- 
ably bent sheet of iron into the masonry of the chimney and 
between the two small outer layers of the thatch, and construct- 
ing a small cornice (the under surface of which should be 
weathered and throated), around the chimney, level with the 
thatch on the upper side of the chimney. 

The roof may be repaired by removing the upper layer of 
grass; repairing the lower layers, if necessary, to make the 
surface even, and then placing a fresh layer of grass on the roof* 
Six inches of thatch will, as a rule, keep out the rain very well 
indeed, and if the upper layers are removed from time to 
time, the lowest 3 inches often remains in serviceable condi- 
tion for a very long time, and need only be replaced when i t 
is decayed. 


Thatched roofs with a low pitch decay very much more 
quickly than those with i fairly steep pitch, as in the form'er 
case the rain soaks into tjie thatch very much more, and' thus 
causes it to decay. Roof^ of houses in dense shade decay much 
more quickly than those .situated where the air can circulate 
round them freely. 

is being thatched precautions must be 
; rass used being set on fire ; the grass 
) undies at a considerable distance from 
be brought to the building as required, 
/er be allowed to accumulate near the 


§ 181. When a roofl 
taken to prevent the g 
should be made up into b| 
the building, and should 
Waste grass should ne 


I o' ?* P’Tpnt* North Western Provinces. 
F, A. Lodjge, Madras. 
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building, but should be removed from time to time. All the 
grass which is not used should be removed at the end of each 
day’s work to a safe distance from the building. No smoking 
should be allowed near the building or the place where the 
bundles of grass are being made up. 

A rough scaffolding of bamboos may be put up around the 
building for the thatchers to stand on, and rope ladders may, if 
required, be supplied to the men employed in laying the grass. 

§ 182 * Tiled Roofs. — The slope of tiled roofs will vary 
somewhat with the quality of the materials used : the slope may 
be between 27® and 31°, corresponding to a rise of from about 
i to J of the span.^ 

The tiles in most common use for roofs are pot tiles (see 
Fig. 106) or. a combination of pot and pan tiles (see Fig, 
107). Besides these simple forms of tiles, several more com- 
plicated kinds are used in different localities, many of which 
have been patented. 


Fig. 106. 


Fig. 107. 



Fig. to6 shows how pot tiles are arranged to form a roof. 

Fig. lOf shows the arrangement of pot tml pan tiles to form a roof. 


Tiles arc commonly laid, directly, bithcr dry or set in mortar 
on a frame- work of bamboos or mats /fastened to the roof truss. 
Eaves-boards or small poles arc fastejned at the lower edges of 

iMadras Civil EnErinccrinu College Papers, No. K, Part 1, and Edition, page 7 S. 
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the roof in order to keep the tiles in position. If the tiles 
are laid dry, those forming the ridges and hips of the roof 
should be set in mortar. The tiles are laid from the eaves up* 
wards to the ridge. 

Roofs constructed, as described above, cannot be recom- 
mended, especially if common light porous country tiles are 
laid on the frame-work without mortar. 

In order to construct a strong tiled roof, wooden battens 
3 inches by 2 inches, should be fastened to the rafters of 
the roof truss- These should be placed i foot apart from 
centre to centre. Flat tiles, 12 inches square, should be laid 
on these battens abutting against one another, and should be 
set in strong mortar or cement. 

Pot tiles, or pot and pan tiles, are then laid on the flat tiles, 
the three lowest tiles in each course, as well as those forming 
all hips and ridges, being set in mortar. 

An eaves-board should be fastened to the lower edges of the 
roof to prevent the eaves-tiles from being displaced. 

§ 183. The following information with regard to tiled roofs 
in Madras was kindly communicated by Mr, A. W. Lushington, 
Deputy Conservator of Forests 


The rise of a tiled rtjof may vary between ^ and i of its span, if more 
than the tiles would slip, and the mortar-borders (see page 226) which 
help to keep the tiles in position would be liable to crack ; while if less than 
the rain-water would not flo\\| oiT the roof sufficiently quickly. The best 
slope, on the whole, is about which is equivalent to the rise of the roof 
being i of its span. | 

A tiled roof consists of a layer of flat tiles as^ a foundation, upon which 
either pot or pan tiles are placed. The flat tiles are laid abutting against 
each other, a small quantity of mortar being placed between each to keep 
them in position. These flat tilels arc supported on thin battens an inch 
thick by 1% to 2^ inches wide) placed from 4 to 6 inches apart from centre 
to centre, parallel to the sides 01 the building, and nailed on to the rafters. 
Instead of battens a strong fname-work of bamboos may be used. If the 
bamboos are large, they are s plit, if small (one Inch in diameter), they are 
used whole * the bamboos are tied together with string or coir rope. The 
use of bamboos, as a rule, redui ^es the expenditure considerably. A bamboo 


frame-work will last five years 


if tarred, and after that time the tiles, if 
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country ones, will probably require to be turned, and the frame-work can at 
the same time be renewed. 

Eaves-boards fastened to the ends of tbe rafters, or mortar-borders, arc 
necessary in order to prevent the tilcs'from slipping, and to give a finished 
appearance to the building. 

Five dilTercnt kinds of tiles are in common use in Madras (sec Figure 
108) ; — 

(1) The flat tile (a), which is ^ an inch thick and from 4 to 6 inches 

square. 

(2) The fan tile (e), which is a curved gutter-shaped piece of clay 

and is about 9 inches long and 6 inches wide. 

(3) The pot tile (b) consists of a pipe of burnt clay, which is split 

in two halves when required for use. 

(4) A large ridge tile (d), tS inches long. 

(5) A small ridge tile (e). 

Fig. ro8. 



Figures to 8 , a-d, shout the forms of tiles in common use in the Madras 
Presidency, | 

a, a is a plan and cross'seetion of a fl}it tile. 

b, b IS a plan and end elevation of a pot tile. 

c, c is a plan and end elevation of a fan tile. 

d, e are cross-sections of the two forms of ridging tiles in common 

use, (Drawn by A, W, Lushington.) ' ^ 

1 

t 

1 

i 
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The inner surface of a tiled roof is generally whitened by dipping, the 
tiles into whitewash before they are placed on the battens. 

Along re-entering angles neither pot nor pan tiles are, as a rule, large 
enough to carry off the rain water, which falls on roof. Either a layer of. 
mortar is put on the flat tiles, or V-sbaped zinc or tin sheets (commonly 
old kerosine oil tins) are laid along all re-entering angles so as to form 
gutters before the pot and pan tiles are put in position on the roof. 
{F. A. Lodge.") 

If pan tiles are used for the upper covering, they are laid in rows, at 
right angles to the eave of the roof, concave surface upwards, overlapping 
each other for a length of a or 3 inches, broad end up the slope, and 
running from the eaves towards the ridges or hips, so as to form a series of 
gutters; the edges of the successive rows of tiles are in contact (see 
Fig. 1 09). The battens of the roof are covered with tiles placed as describ- 
ed above, and then rows of pan tiles are placed, convex surface upwards 
and broad end down the slope, over the upturned edges of the rows first laid 
so that the rain cannot enter between them (see Fig. 109). The rows of tiles 
placed with their concave side upwards, form gutters by which the rain which 
falls on the roof is cturied off, openings being left in the eaves-boards to 
allow the water to escape. 

Fig. 109 shows a cross-section through a tiled roof as described above. 

i 

t'lG. 109, • 



In order to keep the tiles ( in position, borders of ordinary mortar, 9 
inches wide and from 4 to 8 feet apart, are placed over the. tiles running 
from the ridge to the eaves ofithe roof following the direction of the rows 
of pan tiles : a similar border majy be placed along the eaves of the roof, 


care being taken not to interfere 


be employed, where the chimne 
the roof leaking around them. 


with the flow of water off the roof. Borders 


18 inches wide (9 inches on eith«ir side), run along the ridges, and might 


s pass through the roof, in order to prevent 
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When pot tiles are used instead of pan tiles, in order to make thereof 
more waterproof, two layers of tiles are often placed so as to form concave 
gutters, one. in the hollow of the other, and then two courses of tiles, 
convex surface upwards, are placed over the upturned edges of the tiles 
first laid, so that the roof is four tiles deep, 

Pot tiles are turned in the form of cylinders on a potter’s wheel and 
are scored down each side (see Fig. io8£, page 225), before burning, but are 
only split in two after they have been burnt, and are required for use. A 
skilful brick -layer will split hundreds of such tiles without breaking more than 
I per cent. {F, A. Lodge.) 


Pan tiles are moulded on a horse (see page 30, § ig), and though more 
expensive are usually much stronger and more durable. 

A layer of pan tiles are always left so as to form a gutter along / ! 
re-entering angles in the roof. 

Ridge tiles are used along the ridges and hips of the roof, the larger 
ones being placed on the ridges and the smaller ones on the hips ; some- 
times borders of mortar are substituted for them. If the ridge tiles are 
placed on the top of the border of mortar, they effectually prevent the roof 
leaking at the hips, and give it a more finished appearance. 


Pot or pan tiled roofs are sometimes made without fiat tiles below 
either for economy, or (as in kitchens, for instance) for the sake of ventilation! 
In such cases instead of battens small bampoos are fastened to the rafters 
as close as they will lie. {F. A. Lodge.) 

The following are the rates given by th^ ! 
the Kistna District for tiled roofing;— 


Best tiled rooRng, with flat and pan tiles or hot 
tiles and mortar-borders, including t^k 
battens, per too sq. ft. . . . . 

Best tiled roofing, with pan tiles or pot tiles lai;} 
bamboo batten and mats, per 100 sq. ft. . 

Flat tiles, 6" x 6" x J'', per 1,000 . . 

Flat tiles, 5" X 4" X I", per 1,000 • . 

Pan tiles, per 1,000 

Bidge tiles, per 1,000 .... 

Teak battens, per too running feet . . 

Small teak scantlings, per cubic foot . . 

Small scantlings, of other woods, per cubic fooj 

Palmyra rafters, r4 feet long, each . . 

Palmyra rafters, 12 feet long, each . . 

Palmyra rafters, 10 feet long, each . . 


Public Works Department in 


Ji a. p. 


R a. p. 


IS o o to 19 8 0 


o 
8 
o 
o 
8 
o 
3 12 
I 12 
1 8 
1 .6 
« 4 


to 

to 

to 


1 10 0 


§ 1 84 » Shingle Roofs. — Shingles are rectangular pieces of- 
split or sawn wood which are used for roofing purposes in 
Burma, the Andamans, and in many eff the hill districts of India, 
in the same way as slates are in. Europe and in other parts of 
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India. They are used chiefly in* localities where suitable wood 
is plentiful and cheap, is not liable to be attacked by white- 
ants, and is not exposed to extremes of heat ; where grass is not 
available, where tiles are not made, and where corrugated or 
sheet-iron is too expensive to be used. 

The shape and size of the shingles used varies in different 
localities: a common size is from 12 to 15 inches long by 4 or 5 
inches wide and i an inch thick. In the Jaunsar division 
(North-Western Provinces), shingles are made of sawn deodar 
(24 inches long by 6 inches wide by J an inch thick)j and 
last from 13 to 20 years. The exposed portion of the upper 
surface of sawn shingles should be planed in order to allow the 
rain to run off quickly and not to sink in and cause rot. 
(A, G. Hobart-Hampden.) In the Darjeeling district the best 
shingles are split out of Katus (Casianopsis ntfescens, Hook, 
f. and Th.)^ while at higher elevations the Indian silver fir 
(Ahhies Webbiana) is used. In Kulu, kail (Finns excelsa) 
and in Kumaon and British Gharwal, Yew (Taxus baccata) is 
used. 

In the Andamans shingl :s are sawn out of teak and Pyimraa 
(Lagerstrcemia hypoleuea). They are not planed, but before 
being placed on the roof they are dipped into a mixture of 
Gurjan oil [extracted from the wood of Gurjan (Dipterocarpus 
turbuiatus, Gsrtn filfl and earth oil (unrefined kerosine). The 
roof is brushed over in the kry weather, every second year, with 
the above mixture. Go^d padauk (Pterocarpus Indictis) 
shingles if thus treated willl last from 20 to 25 years. (C, G. 
D. Fordyce.) \ 

Teak (Tectona graadisjl shingles are made and exported in 
considerable numbers fronfi Burma, and cost R25 per 1,000 
at Rangoon for average {good shingles. They are commonly 
sawn 15" by 5" by at dne end, tapering to i" at the other. 
Painted teak shingles ware used for the roof of the new 
Secretariat buildings at Dat jeeling. 

A wood which is straigh t grained splits easily, seasons well, 
does not warp, and is fairly durable, will furnish good shingles. 
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In Europe shingles are always split out of the wood, and unless 
the grain is very straight this cannot be done. In India, 
however, the best shingles {i.e., teak and deodar) are sawn out 
of the wood and not split. 

In Jaunsar, battens, 3 inches by inches, are laid across the 
rafters of the roof, at a distance of ^ the length of the shingles 
used from each other, parallel to the eaves of the roof of the 
building, and the shingles are fastened to these by nails, two 
nails being placed in each shingle. The shingles should be 
previously bored to receive the nails. In Burma teak battens 
2 inches by i inch placed 3 inches apart are used. The shingles 
are laid in horizontal rows beginning at the eaves, the first two 
rows of shingles being shorter than the third and subsequent 
rows, as shown in Fig. in, pa2e]23o. Only one-third of each 
full‘sized shingle is visible, the remaining two-thirds being 
hidden by other shingles, so that throughout the roof the 
shingles are always three deep. 

Fig. no. 
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Fig* III. A 



Figure iii is a cross-section through the same roof along a tine A B, 
Fig. ito, to show the construction of the roof, a, a, a are shingles, 
b. b, b are battens ; r is the rafter to which the battens are nailed j 
n', n are nails. Scale ss 

Each row of shingles should break joint with the rows 
directly above and below .it. In the case of hip roofs, com- 
plete shingles are placed ‘in position along the hips and are 
then sawn off to the required shape. The ridges and hips may 
be covered with two planks^, nailed to each other and the joint 
covered with a wooden bead^ as shown in Fig. 1 12, or they may 
be covered with a piece of zinc ridging such as is used in 
conjunction with corrugatejd iron (see § 188, page 234). Only 
thoroughly seasoned wood should be used for shingles, or else 
the roof will be very liable tb leak. 

iFIG. 1 1 2. 



Fig. 112 is a cross-section through the boards which protect the 
ridges or hips of a wooden ro of, showing how the joint is covered by 
a wooden bead. Scale = ^5. 
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' § 185. Shingle roofs may be made much more durable if the 
shingles are thoroughly painted after they ^ve been placed in 
position ; the paint must be renewed from time to time. In 
Burma shingles are never painted, they are dipped, prior to use, 
in boiling earth oil, and should be oiled again every year. 
Cff. Slade.) 

In the hills when the shingles are worn out battens may be 
nailed over them and corrugated iron placed over the old 
shingles ; if this is done, the noise of the rain falling on the 
iron is very much deadened. 

The pitch usually given to a shingled roof varies from 26® to 
40°, the higher pitch being given where considerable falls of 
snow are of common occurrence. A portion of the roof of the 
fuel shed at Chakrata, which has a pitch of nearly 37“, was 
broken by the weight of the snow which accumulated on it in 
January, 1893. The pitch given to the roof of the new portion 
of the shed is 42 

§186. Planked ROOFING is generally used for godowns 
and out-houses only, as it very generally leaks ; it is, however, 
easily and quickly made. The plank 5 may, be laid with their 
length either parallel to the ridge or at right angles to it; 
if in the former direction, the planks s lould be made to overlap. 
An extra layer of boarding fixed to t le underside of the rafters 
will do much to stop leakage. If the planks are arranged 
vertically, they can be fastened di cctly to purlins laid on 
the walls of the building, and rafte rs can be dispensed with. 
Experience in the Punjab shows that a roof made of planks laid at 
right angles to the length of the ridg j is less liable to leak than 
one where the planks are laid parallc 1 to it, (A, L. Mclntirc.) 
Roofs made with planks laid at right £ ogles to the ridge, consist- 
ing of a double layer of deodar (Cedrti s deodara) planks, or of a 
layer of deodar planks on the top ant one of blue pine (Pinus 
excelsa) or fir (Abbies Smithiana or Webbiana) below, does not 
leak much, if the timber used is well seasoned and free of knots. 
Battens 4" by 24" should be placed over the joints of the top 
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layer. Screws are much better than nails for fastening the 
planks together. The pitch of the roof should be about 45°. 

If the planks are laid parallel to the ridge, they should be 
screwed on to the rafters and should overlap, each other, the 
lower edge should be bevelled (see Fig. 92, page 179). 

Vertical planking may be made with planks laid slightly apart 
and the interval covered by a narrow plank, or the planking 
may be laid in two complete layers, breaking Joint in the same 
way as shingles do. 

If the joints between the planks be catilkcd, leakage will 
he practically impossible. Caulting consists of filling the joints 
with hemp or some other fibre and then pouring pitch, rendered 
liquid by heat, over it. Where Chir (Finns longifolta) grows 
naturally very good pitch can be obtained by the destructive 
distillation of this wood in a closed kiln ; the resulting products 
being wood-tar and charcoal. Pitch may be obtained from 
the wood-tar, by driving ^ff the water and other impurities 
it contains by the action of heat, 

A roof, which so far a^ tried seems to be very suitable for 
rough buildings such as out-houses, is one made of a single 
layer of planks with a low pitch (such as i in 4) covered with 
birch bark, with a layer ^ )f clay over the latter. In Srinagar, 
where the rainfall is small, such a roof seems to be used for, all 
kinds of buildings, and h as been found superior to tiles, and 
effective enough against a aeavy rainfall. But on account of its 
low pitch is not suitable for large spans in localities where 
there is a heavy snowfall, and the roofs cannot easily be 
cleared. (A, L. M cintire ,) 

§ 187 . Corrugated Galvanized Iron Roofs.— C orru- 
gated iron is rolled sheet- iron bent into a series of parallel 
ridges and furrows, or corrugations; the corrugations. increase 
very considerably the stiffness and strength of the sheets. 

Galvanized iron is iron coated with zinc. The rolled wrought 
iron sheets should be coati :d after they have been corrugated ; 
their quality depends upon the thickness of the iron, and 
the quality, evenness, and ;adherence of the coating of zinc. 
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The sheets of galvanized corrugated iron generally used in 
India vary in length from 6 to 10 feet, and in breadth from 
2 feet 6 inches to 2 feet 9 inches, the width of the flutes, or 
parallel waves being 3, 4 of 5 inches (in India usually 3), and the 
depth of the corrugations one-fourth of the width. The thick- 
ness of the sheets are expressed in terms of the Birmingham wire 
gauge ( B, W. G. ). The following table gives the thickness and 
weights of the corrugated iron-sheets generally used in India. 
B. W. G. Nos, 22, 23, and 24 are chiefly used for roofs' 


Birmingham wire gauge 

B.W.G. 

Thickness in inches. 

Weight in lbs per loo sq. ft, 
of corrugated sheeting. 

N0.20 

•oJS 

224 

No.21 

•03a 

20s 

No.22 

■030 ^ 

JSs 

No.as 

•02s 

I6S 

No.24 

•oaa 

150 

Nu.26 

•020 1 

1X2 


bf corrugated iron may be 


The slope^i^ a roof constructejaj 
as flat as t in lo.'^i?. N. Hodgesce 

§ 188 . The sheets of iron usually fixed on to battens 
laid parallel to the walls of the building and fastened to the 
rafters of the roof truss. Deodar battens must not be used 
as they corrode the zinc. The disi ance between the battens 
depends upon the length of the si eets used. For long sheets 
one batten should be placed nea : either end and one in the 
middle ; for smaller sheets one near either end will be suffi- 
cient. The battens are usually made 3 inches wide by 2 inches 
thick and of any convenient lengtl: . The sheets are laid in 
rows beginning at the eaves and working towards the ridge, so 
■that the corrugations may be at righlt angles to the ridge and 
may serve as gutters .for taking the water off the roof. An 

1 Notes on Building Construction (Rivington’k Series), Part III, ’Materials, and' 
Edition, page 288. , 1 
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Overlap of from to 2 corrugations laterally and 6 inches in 
the direction of the length of the sheets should be allowed, to 
prevent the root from leaking (see Fig. 113)* 

It is usual to add lo per cent, to the roof area to allow for 
these overlaps. (R. N. Hodges.) 


Fig. 113. 




ROOFS. 


s?35 

aad of either 3 or 6 inch side. These lengths should be given an 
overlap of 9 inches, and the joints set in white lead. 

§ 189 . Corrugated iron may be fixed on to the roof timbers 
in several ways. One of the most common methods (see Figs. 
1 13, 1 14) is to fasten the sheets to battens by means of galvanized 
iron screws and washers; these screws are made 2, 2 ji, or 3 
inches long. 


Fig. 1 14. 



Fig, 1^4 is a cross-section shoteing ihe method of fastening corrugated 
iron on to the battens by means of screws and washers, shown in plan 
in Fig, -113, a is the sheet of corrugated iron 1 b the screw ; c the leaden 
washer t d the batten. Scale ss Ji. 

The sheets are placed in position and holes punched through 
them, from the underside, on t/te ridges (if the holes are made 
in tlie hollows, the roof is sure to leak) of the corrugations where 
required. A leaden washer is placed around the screw, w’hich is 
then fixed to the batten belowin th<j usual manner. If a leaden 
washer is not used, a little white lec(d should be put in the screw- 
hole, around the washer, to prevenbthe roof from leaking. The 
screws should be placed in the n^iiddle of the overlap. The 
smaller the number of holes made the less chance will there be 
of leakage. Three screws along either end of each sheet and 
one or two placed at equal intervals along the sides will be 
sufficient. The greater the number^ of screws used the greater 
will be the resistance offered to the pressure of the wind on 
the roof. The lead washers should mroject half an inch beyond 
the edge of the punched hole, and snould be hammered to the 
same shape as the surface of the iron sheet to which they arc 
applied. Where very strong winds are anticipated wind-ties 
may be added. These consist of st|rips of iron, inches wide 
and i of an inch thick, fastcncdl to the upper surface of the 
roofing material near the caves of tlie roof, and screwed on to 



236 


BUILDING CONSTRUCTON. 


the rafters'; or else the corrugated iron sheets may be fastened 
at intervals by hook-bolts passing round the rafters or purlins 
as the case may be. 

Guttering of galvanized iron or zinc, supported by iron 
staples, placed at intervals of 3 feet and fastened to the rafters 
may be added, to carry off the water which falls on the roof. If 
gutters are added, vertical zinc-coated piping will be necessary 
to carry off the water collected by them. 

§ 190 . Another method is to fasten all the sheets of iron 
together by means of galvanized bolts and nuts set in white 
lead, and to fasten the covering thus formed to the wooden 
rafters, pur lins, angle iron or old rails which constitute the 
roof truss, by means of iron hook-bolts. The bolts and nuts 
take the place of the screws of the method illustrated in Fig. 
1 14, page 235. The hopk-bolts pass round the purlins or rafters 
as shown in Fig. 1 15, and are placed at irregular distances from 
one another, one bolt being allowed on an average to each sheet 
of iron. • These hook-bolts offer very much more resistance to 
the force of wind than the screws de.s£:ribed above, and obviate 
the necessity of battens. ) 

>Fig. 115. 



Fig. tig shows the method o) ’fastening eornigated iron on to the rafters 
of a roof truss without the sise 0, ^ battens, a is the sheet of corrugated iron, 
b the rafter in section, and ethrhooi'bolt which fastens the sheet to the 
roof timbers. The bolts and nuts by which the individual sheets ore 
fastened together are not shown. ' Scalew-^. 

§ 191 .. In order-to avjjid the side overlap, the edges of the 
s^ets may be turned upwaL'ds (see Fig. 116), a small wooden 
batten placed between tWem, and a roll of zinc passed over 
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them, and kept in position by a small iron clip fastened to the 
batten. 

Fig. 116. 


& 



Ftg. it6 is a section to shove another way in which sheets of corrtiffaied 
iron can be joined, so as to avoid the sheets overlapping, b, b are two sheets 
of corrugated irons c is a batten a\ inches by inchess a is a roll ofeine 
covering the upturned edges of the sheets of corrugated iron ; d is part of 
one of the purlins on which the battens rest s e an iron clip added to 
keep the roll in position, Sealewi\, 


The zinc roll may be bent to the required shape over an old 
iron rail, or by means of a special machine if the area of roofing 
to be dealt with is sufficient to justify its construction. The 
great advantage derived from this method of fixing corrugated 
iron on a roof truss is that there are no holes made in the 
sheets. Any holes which are made are always liable to become 
larger owing to the expansion and .contraction of the sheets with 
sudden changes of temperature. If the roof is dismantled, the 
sheets and rolls can be used again', without waste. 

§ 192 > Houses in the plains .roofed with corrugated iron 
are apt to become very hot. Such houses may be kept cooler 
by providing a passage for the esdape-of the hot air, along the 
ridge of the roof, as well as along the tops of the walls. The 
space along the ridge may be obwlined by allowing the ends of 
the rafters to project a foot or Wo beyond the ridge, ahd' 
placing corrugated iron on battens fastened to' the projecting 


ends of the rafters as shown in Fig, 


kept out of the opening thus madqf along the ridge' by fitting the 
spaces between the pro;.ecting cm 


1 1 7, page 23S. Vermin can be 


t 


s of the rafters with fine wire* 
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gauze. Where dust storms are common, a ventilator along the 
ridge is, however, objectionable. 

Fig, 1 17. 



Fig. tij is an elevation shovii»\ 
Provide veniilatiott along the ridge\ 
continued on beyond the ridge, so 
earty ike reniilaior ; b, b are smalR 


■ the arrangement of the roof timbers io 
of a roof, a, a are the principal rafters 
io support the small rafters b, b -ahieh 
rafters wihioh are notched and bolted- at 


c on to the principal rafters ; d, d are the battens to which the roof materia 
is fastened s e is a suspending piece |{«» Fig. 46, page bolted to the pnn- 
cipalrafters and to the small raf.Herss f,I is the ridge piece in two parts , 
placed oneon either side of the suspending pieces. The roof material is not 
shown. Scalesc-^^, 

The roof • may also be .1 ined with planks nailed on to the 
underside of the rafters in order to keep out the heat 
or a wooden ceiling may t « fastened to horizontal beams 
resting on the top of the wal Is of the rooms. Either of these 
additional linings, besides keeping the house cooler, deadens 
the sound of rain falling on tlv e roof. - 


Another way of keeping 


souses roofed with corrugated iron 


cool is to place alight frame-r^ 'ork of bamboo on the sheets of 
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iron and fasten about two inches of good thatch on to it. Should 
' the thatch be set on fire, it is believed that it will burn off without - 
injuring the iron, provided the maximum thickness of thatch is 
pnly 2 inches. The noise caused by the falling of hail or rain, or 
by the contraction and expansion of iron, is almost entirely done 
away with, and the roof is not nearly so likely to leak. The 
roof in this case should not have a ridge ventilator. (C. G. D. 
Fordyee.) 

In Quetta ^ wicker-work mats made of tamarisk twigs 
( Tamaris sp. ) are nailed to the lower side of the rafters. These 
are then plastered and whitewashed and make a very cool 
ceiling. The spaces between the rafters, immediately above the 
outer walls, are closed with perforated zinc sheets, thus exclud. 
ing bats and other vermin, but giving good ventilation. 

§ 193. Iron sheeting is commonly used for. the roofs of 
store-rooms and out-houses in th6 hills, and sometimes even for 
dwelling-houses j it is cheaper and considerably lighter than 
corrugated iron, but not nearly so durable unless well painted. 
The sheets must be painted from time to time in order to protect 
them from the weather; if they are not painted or tarred on both 
sides they rust very quickly, and soon become worthless. The 
annual cost of keeping a roof made of sheet-iron in repair is 
considerable, and for this reason alone its use is not to be 
recommended for forest buildi^'f*“^ out-of-the-way localities. 
Sheet-iron is generally laid on boa?^ s,'jvhen used for dwelling- 
houses. '* 

Fig. 1 1 8. 





Figure 1 18 shows one method affixing 
the screw by which the iron is fastened on to 
washer ; c and d are the sheets of iron wk 
The battens run from the ridge to the eaves 

> C. F. Elliott, Conservator of 




jawi sheet-iron on to a roof, a is 
the batten (e) j b is the leaden 
^ch overlap bove the ahattens, 
the roof. Scalexs^j^, 

Horests, Punjab. 
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The sheets of iron are usually fastened with bolts or screws 
on to battens laid on the purlins^ and the edges of the sheets are 
made to overlap 6 inches in both directions, as shown in Fig. 

1 1 8, the battens running from the ridge to the eave of the roof. 
The roof may also be constructed in the way illustrated in 
Fig. ii6, page 237. The screws used should be set in white 
lead, or else leaden washers should be used. 

Figs, iig, 120, and 121 illustrate a modification of the Naini 
Tal pattern of sheet-iron roofing adopted by Mr. Leete, F.C.H., 
Assistant Conservator of Forests, which is much preferable 
though more complicated (as a machine for bending the iron 
sheets into rolls is necessary) than the method shown in 
Fig. ij8. 

In the ordinary Naini Tal pattern sheet-iron roof the ridge 
sheets (7) are not bent as show n in the above figures, but lie 
fiat on the top of the rolls ( <-), and in consequence there is 
always a vertical space of 2 aches between it and the flat 
sheets (j, j) which constitute the roof, and rain is very liable to 
blow in through this space. If the ridge sheet is put on as shown 
in Figs. 119 and 120, this iisadvantage is obviated. A full sheet 
split slightly at x (Fig. ft 10) to allow for the rolls maybe used 
as a ridge piece. The ridge sheet is bent so as to fit a corre- - 
spending bend in the W lermost flat sheets of the roof (see 
Fig. 120). The latter is/- ,.ced into the former before the ridge 
piece is placed in position. The clips c, c (Fig. 119) are 
screwed on to the planking, and are intended to hold down 
the sheets ; after these clips have been screwed on the rolls are 
placed in position, and/ require no screws to keep them in 
place, but are kept from | sliding off by a clip d fastened to 
the lower end. A couple of screws in each roll keep it quite 
as securely in position, ^nd are much simpler, though when the 
roof is old may cause it tjo leak slightly. 
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Fig. 1 19. 


Fig. 120. 


A 






Fig. T2I. 


j* 



Fiff. iig is ati elevation of the modified Naini Tal pattern of shttf. 
iron Toofinpr. Figs. 120 and lai are vertical eross-scctions on the lines A li and 
C D, respectively, n is a rafter iti elevation,’ h,h the planking fin Figs. 
120 and tat s the planking is in section and in Fig. tig in elevation); c. c are 
clips which help to keep the sheets of iron in position ; d is the clip which 
keeps the lower end of the roll in place; f is the batten in elevation in Fig. 
ttg and in longitudinal section in Figs. Jso and rat, over whieh the rolls 
arc fitted; s, s are the sheets of iron, and aro in elevation in Fig. 
ttg and in sectional elevation in Figs, too and 121 ; q is the ridge roll; 
it is in elevation in Fig, ttg, and i«l section in Fig. jjo; r is the 
roll which is slipped over the bent edges of the flaUiron sheets. Jt is in ele. 
votion in allthe figures. The upturned edges of the flat sheets of iron are 
seen in the left portion of Fig. ttg ; t is 'the ridge piece, and is in elevation 
in Fig, ttg, and in cross-section in Fig. tao. Scalc=2 ft. to the inch, 
{Drawn by F. A, Leete,) j 
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The following table taken from Molesworth's pocket book 
of engineering formulae (21st edition), page 39, shows the 
weights of the different thickness of sheet-iron 


Birmingham wire gauge* 

Thicknai In Inches. 

AVeight per loo aq. {t. 

No. eo 

• 03 s 

140 

No. 21 

• 03 * 

128 

No. 22 

•028 

1X2 

No, 23 

•025 

too 

No. 24 

*032 

88 

No. 25 

•020 

80 

No. 26 

•018 

72 

No. 27 

*oi6 

64 

No, 28 

*014 

55 


§ 194 . Comparative advantages of the different 

ROOFING materials MENTIONED ABOVE, AS REGARDS WEIGHT, 
DURABILITY, COOLNESS, AND COST. — The cheapest and coolest 
of all roofing materials is ^r0Xf,and this is in consequence the one 
most generally used for forest buildings in the plains of India. 
Its one great disadvantage is that it offers no resistance to fire. 
A thatched roof is not durable, and the grass covering has to be 
partially renewed every few years, according to the nature of 
the climate and the kind .of grass used, while the entire grass 
covering must be renewed' every four or five years. The thatch 
harbours insects and veijmin generally. Bats are often very 
troublesome in thatched tioofs, as they live in the space between 
the ceiling cloth and the grass itself. ' As vermin generally get 
into this space through the intervals between the thatch and 
the wall plates, which rest on the top of the walls, these spaces 
should be blocked up witli wooden planks or fine wife gauze 
stretched on wooden fr,ames fitted between the rafters imme- 
diately above the walls.. Small holes should be bored in the 
planking to provide for v^mtilation. If properly laid and kept 
in good repair, the roof is fairly waterproof. 

Terraced roofs are he avy and expensive in themselves, and 
further necessitate the co nstruction of specially strong walls 
and beams of a larger size to support them ; they are, however, 
very durable and keep thi : house cool. They may be used for 
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important forest buildings where coolness and durability are 
necessary. Terraced roofs have a further great advantage over 
thatched roofs in that they are fire-proof. Their costliness 
generally prohibits their use, as far as ordinary forest buildings 
are concerned. The use of terraced roofs is, as a rule, so far 
as forest buildings are concerned, limited to those parts of the 
plains of India where lime, bricks or tiles, and wood are 
cheap. 

Tiled roofs are considerably heavier than thatched roofs, 
but are more fire-proof and much more durable. Their initial 
cost is greater, but as they require very few repairs, if properly 
constructed of good materials, the difference in total cost 
between them and thatched roofs is small, in districts where 
tiles arc cheap. They may be used in the hotter portions of 
India where thatching grass is not abundant, or where, on 
account of its inflammability, it is considered inadvisable to use 
it. Tiled roofs, if well laid in mortar and constructed of good 
materials, are durable, cool, and waterproof ; they are much 
lighter and cheaper than terraced roofs, and are more fire-proof 
and much more durable than thatched ones. 

Galvanised corrugated iron forms a fairly cheap, light, and 
durable roof. It is more durable than thatch, shingles, or 
painted sheet-iron, and in many cases than tiles. Houses 
covered with corrugated or sheet-iron are hotter than those 
covered with thatch or tiles, or those which have a terraced 
roof, And in consequence these kinds of material are not as a 
rule suitable for dwelling-houses in the plains of India. 

Corrugated or sheet-iron roofs ma V be made much cooler by 
the addition of a ventilator along the r^dge (sec page 238, Fig. 
117), a ceiling of wood, and also by covering the outer surface 
of the roof with whitewash or white paint. Corrugated iron is 
largely used for the roofs of tea factories in Bengal, in the 
districts near the Himalayas, and in[ Assam, and also for rail- 
way stations in Northern India. ’ " 

Sheet-iron is extensively used forlbouses in Naini Tal (North- 
West Himalayas), and for most of thle rest-houses of the central 
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circle, North-West Provinces. A special machine has been 
devised for bending the sheets and rolls so as to construct a 
roof without holes in the sheets making themselves. 

Shingles form a light and cheap roof, which is less inflam- 
mable than thatch. Shingle roofs are usually constructed in 
hilly districts where suitable wood is cheap and easily obtained 
where thatching grass is not available, and where the cost of 
carriage renders the use of corrugated or sheet-iron out of the 
question. Shingles, especially if painted when thoroughly dry, 
form a fairly durable, neat-looldng roof. In Assam they have 
not been found to answer owing to extremes of climate, and 
are being replaced or covered over with corrugated iron sheets. 


Sheet-iron may be used for unimportant structures and store- 
rooms ; it forms a lighter roof than either shingles or corru- 
gated iron, but its general use in out-of-the-way places cannot 
be recommended on account of its small durability, unless fre- 
quently painted. If the sheet-iron is -not very carefully placed 
in position the roof will not} be waterproof. 

§195. Ceilings.-— C ei ings are sometimes added to a roof, 
in order to hide its untidy lindersarface, to prevent the insects 
and vermin which live i n it from falling into the rooms, or in 
order to form an additiona protection against the rays of the 
sun. 

Where the roof is-mi de of thatch, it is very necessary to 
have a ceiling of some sor : in order to keep the insects and 
vermin, which live undw the roof, from gaining access to the 
rooms themselves ; while j'in localities where the heat is very 
intense, a substantial ce^iling adds very materially to the cool- 
ness of the house. Where the undersurface of the roof is 
untidy, a ceiling always improves the appearance of the rooms 
themselves. \ - 

When ceilings are coUstrncted,in order to add to the cool- 
ness of a house,, they shoul d be, made of some substance, such as 
wood, which offers resistance to, the passage of heat. When, 
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however, they are only added to teep out vermin or to improve 
the appearance of the rooms, they are commonly made of thin 
cotton material tightly stretched on a light wooden frame 
and whitewashed. 

In India where forest houses rarely have a second storey, 
the ceiling is attached to the undersurface of the roof timbers 
themselves. Where there is an upper storey with a wooden 
floor, the ceiling is attached to special joists fastened to the 
bridging joists of the floor itself. 

Where ceiling cloths arc used, light wooden frames are 
usually attached to the roof timbers on a level with the top of 
the walls, arid the cloth very tightly stretched is fastened to 
these and white or colourwashed. The great objection to 
ceiling cloths, in thatched houses especially, is that holes are 
eaten in them by the vermin which live in the roof j that they 
quickly become discoloured by them ; and that they very soon 
become baggy, and then look far from neat. If ceiling cloths are 
adopted, precautions must be taken (see page 242, § 194) to 
effectually keep vermin out of the roof itself. 

Ceiling cloths may, where the -walls are low, be fixed on to 
the underside of the rafters themselves, or in roofs where a 
collar beam (see Fig. 123, page 248^ is used ; the frame carry- 
ing the cloth may be fastened to thclcollar beam and the lower 
portions of the rafters. I 

Wooden ceilings are in every -ivay preferable to ceiling 
cloths, provided proper arrangementsi are made for ventilation ; 
and though more expensive to put lip, are much more durable, 
and need practically no repairs. Wooden ceilings can be made 
in many styles. The simplest cohsists of planks joined 
in any of the ways shown 'on page- 'ing, Figures 54 to 58, 
nailed, or what is preferable screwed/, to the undersurface of the 
rafters of the roof, or to a light frame*|Work fastened to the rafters 
themselves. Small battens beaded amd moulded may be fastened 
on to the planks, so as to hide t|>e joints between them if 
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better looking ceiling is desired. Many kinds of woods which 
cannot be used where they are in exposed positions will do very 
well for ceilings. A wooden ceiling may, like a'ceiling cloth, be 
fastened on a level with the tops of the walls of the room, or to 
the lower side of the tie or collar beams (seepage 248, Fig. 123) 
if such exists, so as to form a spacious chamber between it and 
the roof; or else may be fastened directly to the underside of 
the rafters. 

Where economy is an object, the ceiling of the vcrandsdis of 
thatched houses may be made out of the thinner portions of the 
flowering stems oi Sacbarim sara (Sirkhi) or other large 
grasses. If these are sorted and ctit into lengths and fixed 
between battens to the rafters, they form a neat and fairly 
durable ceiling. {A. G, Hobart-Hampden.) 

SECTION VII.--ROOF TRUSSES. 

§ 196 . The method of supporting flat roofs has already been 
considered under the head of terraced roofs (see page 207, 
§ » 70 ' 

For pent or sloping roofs, the arrangement of the timbers 
which support the roof depends upon the span of the roof, »>., 
the horizontal distance between the points of supportofthe roof 
timbers and the weight of the roofing material, and upon the 
presence or absence of intlermediale cross walls in the building 
which can support the rid£e piece (sec § 200, page 251) of the 
roof truss, ( 

The arrangement of tijmbers which carry the roofing mate- 
rials of a pent roof is call ed the roof truss. Where the roof is 
light and the span smalj, and partition w'alls are built at fre* 
quent intervals across the building (as in the case of a row 
of servants ’ houses) no : special roof truss is necessary, A 
ridge piece will be placed along the top of the walls from one 
partition wall to the other r wall-plates will be placed on the 
top of the side walls ; anli if the width of the building is more 
than 20 feet, strong purlins (§200, page 251) may be laid> 
from one partition wall 1:0 the other between the ridge-pole 
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and the wall-plates.' The rafters and battens (§ 200, page 251) 
to which the roofing material is fastened should be laid on the 
wall-plates and purlins, and should be framed into the ridge 
piece. Where the span is less than 20 feet the purlins may be 
omitted, and the number of rafters increased sufficiently to bear 
the weight of the roof. 

§ 197 . Couple Roof TROss.--The simplest form of roof 
truss is that shown in Fig. 122. 


FiG. 122. 



Fig, t22 shows a simple couple roof for a wooden house, r is the ridge piece 
in section; R, R rafters in elevation ; w. p. the wttll'plate in section. The 
posts supporting the roof are seen in elevation. The distanee between the 
rafters depends upon the weight of the roof to pe supported. Scale— 

This kind of roof truss should only: be used for light roofs of 
spans of less than 20 feetj and is suited for the construction of 
servants’ houses, guards’ huts, and staples. The ridge piece (r) 
should be supported by cross walls, or posts, at intervals of from 
10 to 15 feet. The rafters (R) should be notched (sec Part I, 
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page 1 12, Fig. 36) on to the wall-plates and may be butted 
against and nailed to the ridge piece, or else may rest on it. 
In a couple roof truss opposite feet of the rafters are not tied 
together, and nothing but the lateral stability of the support* 
ing posts or walls prevents their spreading outwards under the 
weight of the roofs. 

§ 189 . COtlAR Beam Truss.— I n order to remedy this 
defect a fjfi or roWar may be added (see Fig. 45, page 116). 
The collar beam may be fastened to the feet of the rafters 
when it is called a tie-beam, or may be notched and nailed 
to them at some distance above their lower ends, usually at 
about § to ^ the vertical height of the roof. 



^ Fig. 123 «’* Vie elevation of a collar beam roof trass, r is the ridge 
piece IK section: R, R are the rafters : v:. p is the seall-ptafe j c bistAc 
collar beam, which is slightl' > notched, into the rafter. The rafters are 
placed tfoot apart and are 1 sailed to the ridge piece. The walls shown are 
of masonry or britk-woth, sfcaJr 4 feV~ i inch. 


1 
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In Fig. 1 23 the feet of the rafters (R) are notched on to the 
wall-plates (w. p.), and their upper ends are nailed to, or rest 
against, the ridge piece. The ridge piece is supported by the 
partition walls which divide the rooms of the building one from 
another. The collar beam (c) is slightly notched into and nailed 
on to the rafters, and thus prevents their ends from spreading. 
The collar beam should be notched into rafters as shown in 
Fig* 45» page 1 16 * Comparatively slight wrought-iron tic-rods 
of round or hexagonal bar may be substituted for wooden collar 
beams. 

If the walls give way, the rafter will probably break just 
below or at the notching on of the collar. 

§ 199. King Post Truss. — F or spans of 20 feet and up- 
wards the rafters should be supported near the centre of their 
length to obtain sufficient strength to carry the weight of the 
roof, unless very large scantlings are used. 

Common rafters of moderate dimensions are employed, 
supported by longitudinal timbers, called purlins, running at 
right angles to them and resting in their turn on cross walls 
or, if such do not exist, on heavy framed trusses set up at 
intervals across the space to be roofed , 

TIic simplest form of these independent trusses is the king 
post truss shown in Fig. 134, page 250. 

It consists essentially of tie-beam (T) crossing the whole 
span, two principal rafters ( P. R and P, R) parallel to the 
ordinary or common rafters (C. R), framed at their lower*cnd 
into the ends of the tic'beara, and abutting at their upper 
ends against the head of the king post (K. P). The lower 
ends of the principal rafters arc strapped to the tie-beam. 
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Fig. 124. 



Figure 134 is ett flcvniiitt of 0 iing fest truss shoving its different 
farts, T is the iie-htam ; K P the king post : S, S the struts ; P R the 
principal rafter ; C R the common rafters s P ike purlins ; r the ridge 
piece : w. p the valUpUies. Straps ■are shown Joining ike principal rafters 
la the tie-beam, the tMeam to the king post, and the upper ends of the 
principal rafters to the head of Ike king post.— [From Building Construe' 
lion.') 

The King Post supports the centre of the tie-beam by means 
of an iron strap and carries on its lower shoulders the small 
struts (S.S) which in their turn are framed into, and support at 
their upper ends, the centre of the principal rafters. The whole 
construction forms a rigid frame-work. From truss to truss arc 
laid the ptcrlitts (P. P) on the principal rafters, ne.-ir the points 
at wiiich they arc supported by the struts. Along the heads of 
the king post runs the rielgc piece (R) ; and on the tops of the 
tic-bcams just beyond the lower ends of the principal rafters^ arc 
nailed the wall-plates on iwhlch the feet of the common rafters 
rest. , I 

The common rafters ai e then laid as may be required with 
their upper ends abuttingx against the ridge piece, theiT lower 

’ Sec foot-note on pape 160. 
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ends fixed to the wall-plates, and their centres supported by 
the purlins. 

The common rafters are sometimes omitted and the roof 
material is laid directly on the purlins, The details of the 
different joints used are given in Section IX, page 103, ei seq. 

King post trusses may be used for spans up to 30 feet ; they 
are placed generally 10 feet apart, and arc made sufficiently 
strong to carry the weight of the intermediate portions of the 
roof which they will be required to support. 

§ 200 . Construction of a King Post Truss.-TIic 
joints between the different scantlings of w'hich the truss is 
composed may be strengthened with straps if necessary. The 
tie-beam is subjected to a tensile stress only if no ceiling is 
fixed to it. The centre of the tie-beam should be strapped to 
the king posfi The king post should be made of the strongest 
wood available. The head of the king post should be enlarged 
if possible, so as to afford a bearing surface perpendicular to 
the direction of the pressure exerted on it by the principal 
rafters, and its foot similarly shaped to receive the struts. The 
top of the king post may be left square, or bevelled off as a 
bearing surface for the common rafters. 

If it is difficult to get a single piece of wood of the required 
dimensions sufficiently long for the tic beam, two pieces of 
wood should be scarfed together as 'described on page 108, 
§ 87. ^ j 

The ridge piece is fitted into a groove, cut for its reception 
in the heads of the king posts. 

The joints between the heads of ^hc principal rafters and the 
king post should be left a litile open to allow for the settling of 
the roof (see page 115, Fig. 43). 

The heads of the struts should be framed into the principal 
rafters so as to directly support thg purlins, if this can be done 
without inclining the struts at A vary srhall angle to the 
horizon j the more upright the struts are placed the better able 
are they to resist the strain on theny. 
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The struts should be tenoned into the principal rafters. 

The principal rafters carry the purlins. The purlins are 
notched on to the principal rafters, so as to keep the latter in 
their proper position j they are sometimes supported by blocks 
of wood fastened to the rafters, in order to prevent their being 
themselves displaced. 

The purlins should be in as long lengths as possible, and ' 
should be scarfed or fished where necessary ; if scarfed, the 
scarf should rest on one of the king post trusses. 

The ridge piece is a board from i to 2^ inches thick, against 
which the common rafters abut. It is sometimes omitted, and 
the rafters nailed to each other at the top instead. 

The common rafters are bevelled at the upper end so as to 
abut against the ridge piece, and are nailed to it. They are 
notched on to the purlins, are always in one piece, are about 
2 inches wide, and are usually placed 12 inches apart; if the 
dimensions of the common rafters are increased, the distance 
between them may be made greater. The eaves gutter (see 
page 276, §211) is fastened to them. When a chimney 
passes through a roof the common rafter should be trimmed 
round it, in the same way as floor joists are trimmed round a 
fire-place (see page 195, § 157) ; the trimmers are placed at right 
angles to the common rafters, and the dimensions of the rafters 
on either side of the chimney should be increased proportion- 
ately to the increased weight which they will have to carry. 

If the purlins are olmitted, the common rafters should be 
placed on the principal r afters paralled to ridge piece, instead 
of at right angles to it, an J should rest on the cross walls of the 
building. The battens s apporting the roof material are then 
placed at right angles to t he common rafters, and nailed on to 
them. I 

The following table, taken from " Building Construction,” ^ 
gives the dimensions of thA scantlings for a king post truss. The 
truss being made of (Ptims SylvestrisJ Baltic fir, which has 
about the same transverse strength as Morinda (Abhies Webbi- 

> See f oot-note on page 160. 

1 
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anaj^oon (Cedrela toona) and Mango (Mangifera indiea), (see 
table on pages 90 and gi), and covered with countess slates 
(weight about to lbs, per square foot) ; the horizontal wind force 
being taken as 45 lbs. per square foot. The pitch of the roof 
being 30°, the trusses are placed i o feet apart from centre to 
centre : — 

Roofs without Ceilings. 



t^X3 

5 x 3 

I^X3 

5 ^X 3 

l5X3l 

S^X3i 


SfX3^ 

HX4 

SiX4 

»fX4 

6 x 4 



3 x 3 SX7i 
3lX3 SX7f 
3§X3J 5X8 

4X31 5 X 8 i 
4x4 SX8| 
4|X4 SX8f 


If the span of the roof is 45®, amd l inch to the depth of the 
common rafters, purlins, and struts, land § an inch to the depth 
of the principal rafters given above. 

The joint between the tie>bean » and the principal rafter 
should be placed over the supporting wall ; if this is not done, the 
depth of the tie-beam should be incr msed by 2 inches. 

§201. Iron Rails.— W orn-out iron and steel rails are 
now being extensively used by ihe r< lilway authorities and others 
as a substitute for wooden beams ir ‘ the construction of houses 
,and sheds near railways where old rfPils can be obtained at alow 
rate, and suitable wood is not easiljy obtained, or when large 
weights have to be supported. • I 

The rails may be bent while red^ hot into any required shape, 
.and are fastened together by, bolts nuts or else by suitably 
' shaped iron brackets ^ inch thick, 
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Beams may be bolted on to the rails or fastened to them 
by iron brackets. 

Rejected rails are used in the construction of trusses for 
supporting thatched, corrugated iron, and light-arched roofs, and 
also for terraced roofs of a small span. 

If used instead of girders or beams for supporting an arched 
roof, or in any position where they are only supported at either 
end, they should be given a camber of or 3 inches, while the 
ends of the rails in the walls should be well backed to prevent 
their spreading. 


SECTION VIII.— CALCULATION OF THE DIMENSIONS 
OF SCANTLINGS USED IN THE CONSTRUCTION 
OF ROOF TRUSSES AND IN SUPPORTING THE 
ROOFING MATERIALS USED. 


§ 202, In Europe tables have been constructed giving the 
dimensions of the scantlings of the few kinds of wood in more 
common use in the construction of roof timbers, for the chief kinds 
of roofing materials, and for definite spans and different 
pitches of roofs. But in India, where the woods found locally 
are generally used for building construction ; where the number 
of species of trees used is very considerable ; where the number 
of buildings constructed of wood in any one locality (except 
in large towns) of any one species is small; and where the 


different properties of the 
no such tables, which could 


trees are as yet imperfectly known, 
be generally applied, have yet been 
drawn up. The quantity df any species of wood used, with the 
exception perhaps of Tealc (Tectona graniis) and S41 (Shorea 
rohtsta), is not sufficient to render the construction of such 
tables a necessity. Consequently, it is usual, when the general 
design of the roof has behn finally settled, to calculate the 
dimensions of the various ti mbers from the same formula;, from 
which tables, similar to thos^s above referred to, would have to 
be constructed. 

The dimensions of any ^cantling may be determined if the 
following data is given • 

(i) The distance betwjeen the points of support of the 
scantling. 
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(2) The weight of the superstructure to be supported by 

the scantling. 

(3) The area of superstructure which the scantling has to 

support. 

If the dimensions of the scantling to be used are given, the 
distance between the scantlings can be similarly calculated. 


The dimensions of the scantlings which directly support 
the roof material used are first calculated. Then the 
measurements of those immediately below these are determined, 
and the process continued until the sizes of all the scantlings 
used in the roof have been calculated. For example, in the 
case of a flat roof (see page 207, §171), we should first calculate 
the dimensions of the small scantlings (httrgahs) on which 
the roofing material rests directly, and then the size of the 
beams upon which the hurgahs rest. In a pent roof we should 
begin with the battens, and end with the principal rafters and tie- 
beam of the roof truss if there is one (see Fig. 124, page 250), 

The distance between the points of support of the 
scantling will be known when the design of the roof has been 
settled. The weight of the superstructure which each scantling 
has to support can be easily calculated when the nature of the 
superstructure and the area which the scantling has to support 
are known. The former quantity depends upon the material 
used in the construction of the roof proper and that used for 
any scantlings which it may also support. The area of the 
superstructure which is supported by any one scantling is 
clearly shown in Figs. 125 to 129, page 256, ct seq. The deter- 
mination of the dimensions of the r6of timbers in the case of 
flat and pent roofs will be dealt with separately, in order to 
prevent any possibility of confusion, j 


§ 203 . Calculation of the Dimensions of the Timbers 
IN A Flat Roof. — In the case of a flat roof, the area of roof 
supported by any burgah is the shrlded portion abed (Fig 
125) ; the points a b c d midway between the burgahs. The 
hurgahs are placed at equal interval ! from each other, so that 



256 


BUILDING CONSTRUCTION. 


the area of the superstructure, and consequently the weight 
that each one has to support, will be the same. 

Fig. 125. 


Figure isg show the of roof supported by a bargah in a terraced 
roof. A, A arebnrgahs placeAis inches apart from centre to 'centre: B, B 
the beams vhieh support the bti rgaks are placed j feet apart from centre to 
centre. The shaded portion a He d « the portion -of the roof supported by 
any one burgah. Scale 3 feet = i inch. 

The weight (W) •which each burgah has to support is the 
weight of the roofing matarial on the area abed. 

Figure 126 shows the : ,rea of pressure supported by one of 
the main beams of a flat froof. Each beam supports the weight 
of everything above it, t , c., the weight of the burgahs as well 
as that of the roofing mat erial. 
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Fig^ 126. 



Figure 126 shews the area of pressure on a beam of a terraced roof. The 
shaded area a b c d ts supports by one beam. A, A arc bnrgahs ; B, B are 
beams ; Cj C are the wall-plates, and D, D walls. Seale 4 feet =s / inch. 


Having thus found the data refcired to in § 202, page 254, as 
necessary of the calculation of the dimensions of any scantlingsi 
we may proceed to determine the ac.lual dimension of the small 
scantlings {burgahs) which support the roofing material, and 
of the beams on which the bnrgahs rest. 

This may be done by making' use of the formula given 
in§ 156, page 194, depending upon the amount of deflection 
of a beam supported at either end I if the constant is known, 
or by adopting the formula derived from the co-efiicient of 
transverse strength given below, l 

The weight which will breahj a horizontal recfangttlar 
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beam, supported at both ends and bearing a weight equally dis^ 
trihnted along it is given by the formula— 

W = (I). 

This formula is obtained from formula [16] given on page 
73 ofTredgold’s “ Carpentry ^'by Hurst, 4th edition, as here the 
weight is taken as equally distributed, while in Tredgold’s 
formula the weight is taken as concentrated at the centre of 
the beam. 

In the above formula j 

L=length of the beam (between supports), in feet. 

^=breadth of the beam, in inches. 

^=depth of the beam, in inches.' 

P=s co-efficient of transverse strength for the wood used, in 
lbs. I 

W =weight which woi^ld break the beam, in lbs. 

In this formula L is known from the design of the roof : we 
want to find h and d. 

The values of P for the more common Indian timbers, are- 
given in a tabular form on pages 90 and 91. The weight of 
the roofing material to b« used should be found out experi- 
mentally in each case. ^ 

W depends upon th'e nature of the roofing material 
used. i 

The average weights ofi the more common materials used 
is given in the following tamie ^ 

Matalali. 


Corrugated iron, 2p B. W. G. 
„ „ iiB.W.G. 

„ „ sra B. W.G. 

„ „ 2 \i B. W. G. 

I, u 4 B. W. G. 

B. W.G. 


M 19 2q 

Slates, ordinary 
Thatch, 9 inches thlf ck 
Tiles . . . 

Zinc, inch thick 
Sheet-iron, J inch thj 
Terraced roof, 8 inctf 

> Taken chiefly from "Build 


(edition o£ 18891, page 288, and Ijf art II (edition of lS9i),page 36. 


Weight In lbs, 
per 100 sq. feet, 

. 224 

. 205 

. 185 

. 163 

. 150 

. II2 

550.800 

650-1,000 

1,200-1,800 

. . 150 

. . SOU 

. . 


ick • « 
les tluck 

ing Construction," Part III, Materials 
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The ^vcigbts of the more common woods has been given in 
the table on pages go and gi. 

Besides the actual weight of the roofing materials, we should 
allow 25 to 50 lbs. per square foot extra for the pressure of the 
wind in the case of pent roofs, 3 lbs. for rain, and at high eleva- 
tion 7 lbs. for snow. 

This formula will give us the hreahing weight of the scant- 
ling in question. As we wish, however, to find out the dimen- 
sions of the roof timbers strong enough to carry the roof, we 
must apply a factor of safety to the breaking weight W given 
fay the equation (t). 

This factor of safety is the number by which the breaking 
weight must be divided, in order to obtain the safe or work- 
ing load which the scantling can bear. 

In fixing a factor of safety we may have to distinguish 
between the dead load, i. e., one which is added gradually and 
remains steady, such as the materials of which the structure is 
made, and the live load, i, e., a load which is added suddenly, and 
is movable, such as a body in motion passing over a bridge, 
people walking over a floor. In the case of roof scantlings we 
have only to consider the effect of a dead load, Rankinc's 
values of the factors of safety for metals, wood, and stone are 
as follows ; — « 


Mitcrul, 

Dead lead. 

Lire lead. 

Metals .... 

3 

6 

Wood . . . .. 

4 to 5 

8 to 10 

Miisonry. 

4 

8 


The factor of safety in structures of stone should not be less 
than 8, to allow for vJiriations in ,thc strength of material 
as well as for other contingencies. 


The factor of safety in various structures of carpentry 

vary from 4 to 14 and is on an average 10, 

’ Rnnklne's '* Mannnl of Civil Engineeri .ig," pages ? 23 , 361 , 457, >Stl» 
edition, 1865. 
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A committee of the American International Association of 
Railway Superintendents of Bridges and Buildings in their 
report on “ the strength of bridge and trestle timbers,” October 
t6th, 1895, have recommended the adoption of the following 
factors of safety for wood under different kinds of stresses : — 


In tension with and across the grain . . . .10 

Under compression with the grain ... . .5 

Under compression across the grain .... 4 

Transverserupturc, extreme fibre stress. ... 6 

Shearing with and across the grain .... 4. 


Consequently, in order to find the dimensions of scantlings 
or beams which will carry a given load wii/i safety we must 
apply the factor of safety of the material used to its breaking 
weight. Thus if Fs= the factor of safety of the material used 
then equation (1), page 258, becomes— 


where » is the safe load \vhich can be carried by a scantling 
of b inches broad and d inches deep, and L feet long. 

In order then to find out the number of burgahs and beams 
of a given dimension, which will be required to support a fiat 
roof, we may proceed in two ways. If the value of a is known, 
we may make use of the formula given on page 194,$ 156, in 
connection with the deterniination of the dimensions of the floor 
joists } or we may make) use of formula {2) given above : 
ra This formula jeontains really 4 unknown quantities 

as b and d usually have a/ fixed ratio to each other, and thus 
become one unknown quafiti^. If any three of these unknown 
quantities are given, we at once find the fourth. For ex- 
ample, suppose we are required to find the size of the hurgahs 
of the roof shown in Fig. 1125, page 256. 


From the table given oh page 258 we find that the weight of 
a square' foot of terraced rciofing 8 inches thick is 70 lbs. 

The area of roof suppoi ‘ted by one burgah is, from Fig, 
123, 3 feet by r foot =3 sq uare feet; consequently the weight 
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which it will have to support is 3 x 70 lbs.=2To'lbs. ; to this 
must be added the allowance for the weight of rainj 3 lbs. per 
square foot, or 9 lbs. in all ; w of formula (2) is therefore equal 
to 210 + 9 = 219 lbs. 

. Say the wood used for the btirgahs and beams is S&l (Shores 
robusta), we then find on reference to the tabic in Part I, 
page 91, that P=300— 900 lbs. . 

Let us take P=:6oo lbs. 

From Fig. 125, page 256, L=3 feet. 


Consequently substituting these values in equation (2), 
page 262, 


» p. ^ «i» 

FL 


we get- 
\ 


219 = 


5 K 3 


since w = 2i9i F for wood under compression with the 
grain is 5 (sec table on page 260) L = 3 

or 

axdoo 


“ 5 ‘ 47 ‘ 


Now if we make the scantling as strong as possible (sec 
Parti, page 66, §47), then the relation which must exist 
between b and d is shown in the following equation : — 

bid :: :: 0*7 : ro 

orb = dxo'j , . ,(3) 

applying this relation to the example which is being w orked 
out we get — 

5*47 

or </• = ^^ = 7*81 nearly, 

or rf = '0' 7’8 i 

= r*g8 inches. 
b =o7x// 

= 07 X 1*98 

— 1*4 
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so that if we make the hurgahs 2j inches deep and 2. inches 
wide, it will allow for any slight faults in the wood used. 

If we use square battens then b=id, and we get by substitu- 
tion in the equation— 

b fi= 5*47 
we get di = 5*47 

or d =1*76 inches, 


so that if we hid buvgahs si inches square, they would be 
strong enough to carry the terraced roof in question. 


The dimensions of the beams which support the hurgahs 
can be similarly calculated, to, formula (2), page 260, in this 
case will be the weight of the roof supported plus the weight 
of the battens which carry it. 


this the allowances for rain 
wind pressure 


§ 204 . If we have beams of a definite size (the distance 
between the hurgahs usually depends on the size of the tiles or 
bricks used in the construction of the roof), and wish to know how 
many placed at equal distances will be required to support the 
roof, we should proceed asVfollows:— Calculate the area of the 
roof and find out its total weight, including the Add to 

and snow. There is practically no 
on a flat r sof. This will give us the weight 
which all the beams have to carry. Let this = W. Then if 
the beams are placed equid istantly, each will have to support 
the same weight. J 

By substituting in form ila (2), page 260, the values of P, b, k, 
and L, we find a», the saf e load which one of the available 
beams of the kind of wood used can carry. Then if we divide 
the total weight to be supp orted (W), by to, we get the number 
of beams necessary to supp ort the roof under consideration. 

§ 205 . Sloping Roof|S, — In the case of a sloping roof sur- , 

factor into consideration, vis,, the 
[.•face, and consequently the rafters 
tb the horizon, as this angle affects 


face we have to take anothq 
angle which the sloping sti. 
which support it, make w 


1 
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the breaking strain of the scantlings which are inclined to 
the horizon. 

The relation between the transverse strength of beams 
on a slope to those which are horizontal is given in the following 
equation : — 

PS=P'L (4) 

where 

P = the breaking weight for a horizontal beant, 

L = the horizontal distance between the ends of the 
beam in feet^ 

S = the distance measured along the slanting beam in 
feet, 

P' =: the breaking strain of a similar beam in a slanting 
position ; 

or, in other words, P' is obtained by multiplying the break- 
ing weight on a similar horizontal beam by the secant of 
the angle which the slanting beam makes with the hori- 
zontal plane. 

The co-efficient of transverse strength (P) for horizontal 
beams is given in the table on pages 90 and gr, and consequently 
the breaking strain for any beam qn the slant can be at once 
determined by substituting the tabular value of P in the equa- 
tion given above. 

In a pent or sloping roof somj: of the roof timbers' are 
horizontal and others are inclined to the horizon. The weight 
supported by the horizontal members depends upon the area 
supported by each member, and has already been shown dia- 
grammatically in Figs. 125 and 126, ipages'256 and 257. 

In the case of a pent roof the area of roof supported by any 
one batten placed horizontally is ;he shaded portion a ^ c ef. 
Figure 127, page 264, a, b, r, are cn the rafters, and midway 
.between the battens. 
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Figure rsf shows the arenvf roof sttpported by a batten on a pent 
roof. The shaded area a b c d tV wpported by one batten. A, A are tJie 
battens', B, B the common raftens. Scale 4 feet = / inch. 

The area of a roof suppe rted by a common rafter, purlin,- or 
principal rafter may be /determined similarly. ' In the case 
of a hip roof the last truss s' Would be stronger than the others, 
as it will have to bear half the weight between itself and 
the next truss, as well as hjdf of that of the roof supported by 
the hip rafters, as is shown Aiagrammatically in Fig. 128. 


> 
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Fig. 128. 



Figure I aSts a diagram shewing ilte area of pressure on the trusses 
of a hipped roof. A, A, ^A represent roof trusses; B is the ridge piece . 
C, C are the hip rafters s Di D the eaves of the roof. The shaded areas 
show the pressure on a truss in the middle of the roof, and on the truss on 
■which the hip rafters rest. 

Each hip rafter supports the area shaded in Fig. 129. 


Fig. 129I 
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§ 206 . The dimensions of all the horizontal members of a 
pent roof are calculated in the same way as the dimensions of 
the burgahs and beams of a flat are determined (sec §§ 203 
and 204, pages 236 to 262}. As regards those scantlings which 
arc inclined to the horizon, P, the breaking strain or co-efficient 
of transverse strength of the wood used is given in the table 
on pages 90 and 91, and P' is from the equation (4), page 263 



where P is the breaking strain for the wood nsed, S the distance 
between the points of support of the beam, and L the horizontal 
equivalent of this distance. 

Consequently the dimens ons of all the horizontal members 
of a pent roof can be determjlned from equation (2}, page 260. 




and those of all slanting m|i 
the formula— 

. aP' 1 


W 




Where P' =~i as hasj 
above. 


have to calculate their dW 
exactly the same way as 


iVA d* 

fi. 


'embers of the roof timbers by using 

. ( 6 ) 

been stated in equation (5) given 


If the distance betweem the battens is given, then we 


ensions, and this will be done in 


W the burgahs of a flat roof (see 
page 255, et seq,). If, ho waiver, the dimensions of the battens 
are given, we shall have |to determine the number of battens 
w’hich will be necessary if (placed at equal intervals from each 
other. The actual distances between the battens will be known 
as soon as the dimensions l-f the roof are known ; and these 
will be determined by the d, sign of the building. 

To take a numerical ex< i nple, suppose we wish to calculate 
the number of 1 / <bust(T^ battens, 3 inches wide and 2 



DIMENSIONS OF ROOF TRUSSES. 


'267 


inches deep, required to support a tiled roof, the battens 
being supported on rafters placed at intervals of 6 feet, the 
weight of the tiles being 18 lbs. per square foot, and the 
distance from ridge to eave of the roof being 20 feet. The 
value of P for s&I may be taken as 700 lbs. (see table on 
pages go and 91). ' The weight of a square foot of roof sur- 
face is — 

lbs. 

Weight of tiles per square foot 18 

Allowance for wind 30 

Allowance for rain 3 

Total pressure per square foot of roof surface . 51 


The area of the roof between two consecutive rafters to 
be supported by the battens is 6x20=120 square feet, so that 
the total weight to be supported by the battens is 51 x 120= 
6,120 lbs. 

The safe load which can be supported by a batten is given 
by formula (2), page 260— 

y,.— jp.fr <p 

FL 

Here P=6oo, b =3, = 2, L =6 


.*. W= axgoox3X4 , 

S-6 

or 480 lbs. 

Consequently the number of battens Required will be— • 

.^ = 125, or, siy, 13 

distributed equally over the roof from ridge to eave (a distance 
of 20 feet). I 

By decreasing L, the distance b stween the points of sup- 
port of the battens, or by incrcas . g their dimensions, -we can 
materially decrease the number of Vwtens used. 
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The number of common rafters and other parts of- the- roof 
truss can be calculated similarly, remembering that if the scant* 
lings are in a slanting position, we must use formula (6), page 
266, instead of formula (2), page 260. 

If the number of the battens or other scantlings are given, 
their dimensions can be calculated separately. - Similarly, if 
we have battens or other scantlings of given dimensions, we 
can calculate the distance between them in order to support 
the weight of the roof with safety. 

SECTION IX.— CHIMNEYS AND FIRE-PLACES. 

§ 207 « A chimney is a structure which conveys the smoke 
and the other products of combustion from the fire-place into 
the open air. The actual passage through which the smoke, 
etc., passes is called the ///<?. 

The fire-place is the structure upon or In which the wood 
or other material to be burnt is placed. 

Every fire-place should have a separate flue. If two fire- 
places have a common flue, and a fire be lit in only one of them, 
it will either draw in air from' the other fire-place and . in con- 
sequence smoke, or its owh smoke will find its way into the 
room in which the other fircyplace is situated. 

§ 208 « Flues are usually curved sufficiently to prevent 
rain beating vertically dojvn on to the fire, and to stop down- 
draughts of cold air. The ^mrve should be sufficient to prevent 
daylight being seen when looking up the flue from the fire-place. 
If the flue is not curved, the chimney must be provided with a 
cap to prevent the rain beaiting directly on the fire. 

The lower end of the fluje which is immediately above the 
fire-place is known as the tlhroat of the chimney (see Figs. 130 
and 1 31, page 270). The o' ^ning above the fire-place itself is 
contracted gradually so as b ^ form this aperture. This is done 
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by making each course project about 1 J inches over the last 
until the opening narrowed to the required dimensions. 

The throat of the flue should always be over the centre of the 
fire-place. 

Considerable difference of opinion exists as to the dimensions 
and shape of the flue of a chimney. Some engineers find that 
it is advantageous to make the throat smaller in area than the 
rest of the flue in order to prevent the chimney from smoking ; 
others find that a contracted throat is not necessary and advo- 
cate the flue being kept the same size and shape throughout 
its entire length. Others, again, find that the chimney draws 
better if the throat is made long and narrow, but of the same 
superficial area as the rest of the flue. The greatest length 
in this case should be parallel to the surface of the wall. 
The flue above the throat curves gradually to the centre of the 
wall, and is carried up through the centre of the wall well above 
the roof. A high chimney is always less liable to smoke than a 
short one, as in the former case a better draft is obtained. In 
order to ensure the chimney drawing w'cll, the superficial area of 
the flue is usually not less than 144 square inches, but should not 
be larger than is necessary to take off the products of combustion 
of the fire. The flue of a chimney should be made as the building 
rises ; it should have no irregularities! such as projecting bricks, 
stones, lumps of mortar, etc., sticking out in [it, and should be 
plastered very carefully throughout its whole length. 

The construction of a fire-place and flue is shown in Figs. 
130, 131 and 132, which represent th details of the fire-place 
and chimneys in the new kutchei ^ buildings at Naini Tal, 
and were designed by Mr. F. O. Oertel, Public Works Depart- 
ment. 
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Fig 130. ' Fig. 131. 



Fig. B 33 . 



Fig. 130 is {he elevation of itri ^ a ehimney. & is the fire-place ; b is 
the flue (shoion in dotted lines ) ; , fhe throat of the clammy j d the mottile- 
piece : e the chimney breast j aw.’ the viall of the room. 

Pig. 132 is the plan of th fire-place, and the pillars which project 
out into the room and support iftej mantle-piece. 

Pig, 131 is a longitudinal \tction through the fire-palce' and flue 
showing how the opening obPve\fhe fire-place is contracted -to form the 
throat tf the chimney ; letters as i n Figure 130, {F, 0 . OerieU) 
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■ Figs. 133 to 136 show the construction of the chimneys 
and fire>places of the new students' quarters at the Imperial 
Forest School, Dehra Dun. 

Fig. 133. Fig. 135. 


’ ELEVATION 



Fig. 134. 

PLAN. 



SECTION 



Fig. 136. 



Fi'e- 133 « the elevation of part of a thimncy, a is the fire-place 
b the flue (shown in Jotted lines) i c the throat of the ehienney iAthe. mantle' 
piece f e the chinmey breast ; and f the wall of the room. 

' Fig. 134 shows a plan of the two fire-places back to bach, and the way 
in which the pillars which support the mantle-piece project -out into the 
room. 

Fig. t3S*c a longitudinal section through the chimneys, showing 
how the space above the fire-place narrows up itita the flues, and how the 
flue of each chimney is kept perfectly distinct. 

Fig. tsO is a section at the throat of the chimneys; at a height of 33 feet 
above the floor the flues are sa^X ?J" »a section, a is the chimney breasi 5 
b, b the flues; c, c the wall of the room. 

These drawings have been made from the chimneys of the new slttdents' 
quarters at the Imperial Forest School, Dehr'a Dun. Seale 6 feet^i inch. 
Drawn by V. N, Knnjilal. 
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The air warmed by the fire .passes tip through the flue, and 
drawing the smoke with it, passes out at the top of the chimney, 
and in so doing draws more pold air up through the fire, thus 
causing it to burn freely. 

The flue should not be larger than is necessary to -carry off 
the heated air and smoke; if too large, the chimney will smoke 
the smoke will come out into the room instead of going up 
the chimney) when the wind blows from certain directions. The 
actual size of the flue varies with the size of the fire required, and 
the consequent volume of smoke produced. A flue t4by 9 inches 
is sufficient for small fire-places, and one 14 inches square for all 
ordinary sized ones. The smaller the section of the flue and the 
greater its height, the more rapid will be the draught (the rush of 
heated air up the chimney), and the less likely will be the 
chimney to smoke, provided the flue is .sufficiently large to carry 
oi! the smoke produced by the fire. 

The inside of the flues should be made as smooth as possible 
and should be plastered with mortar consisting of one part of lime 
and three of cow-dung ; this mixture forms a tough lining with a 
smooth surface, which does not crack so easily as ordinary plaster 
does. 

Flues may be constructed around wooden frames made the 
exact size of the flue, and by this means its shape may be ac- 
curately formed and easily preserved. These frames are usually 
3 or 4 feet long and are pulled up as the walls which contain 
the flue rise. Such frames are most useful in the case of 
masonry walls and are in thsd: case usually circular in section.. 

The direction of the flue should be changed by gradual curves,, 
and should contain no sharp angles" (less than 135®) where soat 
can accumulate and cause the chimney to smphe. 
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The walls in the neighbourhood of chimneys should be 
carefully built, as should also the partition walls between the 
flues of different fire-places. 

The chimney*stack should, if possible, be placed on the 
ridge of the roof ; if placed on a sloping surface it will leak 
sooner or later, unless special precautions are taken. 

If the interior walls are thin, their width has sometimes to 
be increased around the flue of the chimney, as shown in 
Fig; 1361 page 271. 

iSreat care should betaken that the ends of beams are not 
built into the chimneys. The ends of all beams and scantlings in 
the vicinity of chimneys must be most carefully trimmed around 
them. 

The portion of the chimney above the roof known as 
the stack is generally made smaller than that below it ; the 
slope of the upper surface of the ledge thus formed around 
the chimney should be the same as that of the roof itself. 
The top of this ledge should be on a level with the top of the 
rafters, so that the battens may be trimmed round it. 

The chimney-stack should project well above the upper 
surface of the roof of the house. The upper end of a chimney 
is often protected from the weather by a cap of brick or stone; 
openings being left at the sides for the escape of the smoke. 

Pieces of wire-netting placed over these openings will pre- 
vent birds from building their nests in the flues of the chimney 
and yet will not materially interfere with the egress of the 
smoke. 

Figs. 137, 138 and 139, showing the construction of a 
chimney-cap designed to prevent the escape of sparks, and 
especially suitable for thatched buildings, are reduced from 
drawing in the Military Works Hand-book of Specifications. 
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Fig. i 37 ‘ 


Fig. 138. 



Fig. 139. 



b, b are openings leaatngfrom '« » _ 

ft, 6y v,hick the smoke escapes: pipes io 

,«ftecWw«e> _ .»./.■«* A B The same Utters are need 

r. r J 9 * « cMSi-swf‘0'* <«» '’f " 
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of sloping surfaces of thatched, corrugated iron, or tiled roofs. 
In the case of tiled or corrugated iron roofs, a layer of plaster may 
be put on the chimney after the roofing material has been placed 
in position so as to cover a portion of them, and to unite them to 
the chimney itself in such a manner as to prevent rain running 
down the sides of the chimney into the house. For thatched 
houses zinc or tin plates, bent to form a gutter, placed around 
the chimney, with one end embedded in the plaster of the 
chimney, and the lower end placed between the upper and 
second layers of thatch for about 2 feet all round the chimney, 
will prevent the roof from leaking. 

§ 2l0. Fire-places . — Fire-places generally require more 
depth than can be provided for them in the thickness of the wall, 
and if this is the case, the portion of the wall which contains the 
fire-place must be made thicker. It may also be necessary -in 
the case of thin interior walls to thicken them, so that they may 
contain the flue or flues of the chimney safely. This is especi- 
ally the case when two fire-places are placed back to back, The 
projections of the wall, made for this purpose, are called 
chimney breasts, A chimney breast usually projects into the 
room, but if the chimney is on an outside wall, the projection 
may be made on the back of the wall instead. 

The width necessary for the chimney breast can be deter- 
mined by drawing the plan of the fire-place and flue or 
flues and allowing 9 inches (or the length of one' brick) of 
wall outside the flue and 4^ inches (or half a brick) for the 
partition wall between them. If the fire-places are built 
back tO'ba'ck, the projection in each room will be similar 
in shape. The chimney-breasts should ‘have good foundations. 
The upper part of the fire-place is narrowed so as to form 
the throat oi the flue (as mentioned on page 268) ; this is 
.done by making each course project about one inch beyond the 
one below until the dimensions of the flue are reached ; the 
exact amount which each course will project will depend upon 
the curve to be given to the throat. The throat should be over 
the centre of the fire-place. 
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The opening of the fire-place above the grate should be con- 
structed so that all the air which is drawn up through the flue 
must pass near the Are and be warmed by it. 

Where wood is used as fuel, a small platform of masonry should 
be built in the fire-place, on which the wood is placed. The 
wood is laid on the platform, and the air passing up through the 
former creates a draught up the chimney. 

In cold climates the sides of the fire-place may be splayed 
outwards so as to throw more heat out into the room. 

Smoky chimneys may sometimes be cured by cutting a 
smoke lick, i.e., a narrow groove up the back of the fire-place. 1 1 
is essential that this groove should run up the chimney to a 
point above the height of the fire-place opening, otherwise 
the draught will carry the smoke up the groove, but will 
release it again before it has been safely conveyed intb the 
flue. {A, G, Nobari-Hampden.) 

The draught of a chimney may be increased by blocking up 
the upper part of the opening for the fire-place temporarily with 
a sheet of iron. Twoholesshould .be pierced'near the upper 
side of the sheet, and these should fit on to two nails driven into 
the wall in suitable positions. The sheet can be removed as 
soon as the fire burns up. 

Idcarib-slones,— Where the floor is made of wood, flat stones 
or slabs of concrete, should be placed immediately in front of 
the fire-place, so as to catch whatever inflammable materials 
fall out on to the floor. 

SECTION X.— DRAINAGE AND LIGHTNING 
CONDUCTORS. 

■§ 211. The rain which falls on a roof may be carried 
off eitlier by (i) fixing a gutter to its eaves, or ( 2 ) by making 
an open drain in the ground where the drip of the roof would 
fall. 

Gutters may be constructed of two pieces of wood nailed 
together so as to form a V-shaped trough and lined with painted 
sheet iron or zinc if practicable f if they are made of 
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wood Only they are not durable, and unless kept constantly 
wet soon begin to leak j and should only be used as a temporary 
measure. 

Good durable gutters, semi-circular in section, are made of 
zinc, and also of galvanized iron in lengths of 6 feet. These may 
rest on iron staples fastened to the rafters, so as to catch 
the rain-water which falls on the roof. The different lengfths 
of guttering should overlap each other for about 6 inches, and 
may be soldered together or else set in white lead. The gutter 
should lead into vertical pipes, which conduct the rain-water 
falling on the roof into drains dug in the ground 
lined with masonry or brick-work, made to carry it away 
from the foundations of the building. If these drains are 
covered ones, precautions must be taken to prevent their getting 
blocked op with leaves and other foreign matter. The lower 
end of the vertical pipe leading the water from the roof 
should empty into a small open reservoir connected with the 
covered drain, and an iron grating should be fitted into the 
mouth of the drain in order to prevent the entrance into it 
of leaves, etc., which would eventually block it up. 

The upper portions of the vertical pipes, which arc usually 
made of zinc, arc funnel-shaped, and should be furnished w'ith 
perforated zinc plates, placed at the top of the funnel, to prevent 
the pipes being blocked with leaves, etc. All the water which 
falls on the’ roof surfaces passes through the funnels into 
the vertical pipes. These pipes arc usually circular in section 
and 3 or 4 inches in diameter. 

When drains are made in the ground to carry off the water 
which falls on the roof in the absence of gutters along the 
eaves, they arc usually open ones, as these can be more easily 
kept . clear than closed ones can, and are made either square 
or rectangular in section ; the sides and bases of such drains 
should be lined with thin slabs of stone set in mortar, and 
faced with a thin layer of Portland cement to render them 
, water-tight, or be made of masonry or brick-work. 

The object of the drains or gutter is to prevent the water 
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which falls on the roof from soaking into and so weakening the 
foundations of the building, and also to prevent the house from 
becoming- insanitary. 

§ 212. Lightning Conductors.^— All buildings which from 
their height or exposed position are likely to be struck by 
lightning should be provided with lightning conductors. 

Lightning is a discharge of atmospheric electricity accom* 
panied by a vivid flash of light, while the thunder which accom- 
panies it is the sound produced by the electricity in passing 
rapidly through the air. 

A conductor is a substance which forms a medium for the 
transmission of some other substance or fluid. The best con- 
ductors for electricity are the metals, and among the more 
common of these the best are copper and iron. 

If lightning is impeded by meeting a non-conducting surface, 
such as stone, wood or grass, the resistance offered to its passage 
by the non-conductor causes heat to be generated, generally in 
sufficient quantities as to burn or otherwise destroy the resist- 
ing body. If the resisting body is not inflammable the electri- 
cal discharge will often cause it to split and fall down. 
Consequently it is of the greatest importance to furnish buildings, 
which are non-conducting bodies, with a conducting substance 
which will lead the electrical discharge away from the building, 
rapidly, and without offering any resistance, to the earth, 
where it unites with the electricity in the earth and is rendered 
harmless. 

Lightning passes chiefly along the surface of such mediums 
as are conductors of electricity. 

A lightning conductor will afford protection over an imagi- 
nary cone having the point of the conductor for its apex and a 
base on the ground, the radius of which is equal to twice the 
height of the conductor above the ground. Everything within 
this imaginary conical surface is protected from lightning by 

* R. S. Mann, M.!., F.RC.S., F.R.A 5 ., in •' Science for Ail,” anil Molesworth tit., 
pages 3C3 and 3 <^. 
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the conductor, or, in other words, the_ lightning will be attracted 
by the conductor and will pass to it rather than strike any other 
less conducting material within that space, and if the lower end 
of this conductor is given a good outlet into the ground, the 
lightning will pass along the conductor without doing any harm 
to the building. Faulty earth contact is undoubtedly the cause 
of many failures in lightning conductors. 

Lightning conductors should, where practicable, be made 
of copper, as that metal conducts electricity very readily 
They are usually made in the form of bands of 3 to 3 ^ inches 
wide and ^ inch thick, or else in the form of a tube from 12 
to 2 inches in diameter and ^ of an inch thick. 

If iron be used instead of copper the band should, on account 
of the smaller conducting power of iron, have six times as large 
a surface area. Plain sheet iron, i foot wide and of an inch 
thick, may be substituted for the copper band referred to above, 

All metal water-pipes should be connected with the con- 
ductor where practicable. 

The lightning conductor should be carried from the highest 
points of a building to the ground, without diminution in size, 
and should be connected with the more prominent lines of the 
building, such as the ridges, hips, and eaves of the roof. All 
metal surfaces should be connected by copper plates to the 
conducting system. 

The upper end of the conductor shbuld terminate in a solid rod 
of copper, which should project about 5 feet into the air from 
one or more of the highest points of the building ; the tips of the 
rods should be pointed j as a point or cluster of points allows the 
electricity to flow off easily, and so diminishes the striking power 
in a storm cloud. Moreover, in this case the electricity escapes 
as a gentle stream instead of an abrupt spark. If lengths of 
conductors have to be connected, they must be riveted together 
closely, or so bound together that moisture sh.ill not enter 
between the surfaces in contact, which should be clean and 
should overlap by several inches. The lower portion of the 
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copper band should be led into damp porous soil (moist earth 
being a better conductor than dry earth), and its surface should 
be enlarged where it enters the ground so as to allow of the 
free escape of the electricity. A conductor without a sufficient 
outlet is very dangerous. The conductor may be led into a 
trench 18 to 24 inches deep and 30 feet long, ending in a pit; the 
trench should beg^ven a down gradient of 1 in 10. The end of 
the copper band should be fastened to a copper plate.about 
feet square. The trenches and pit should be filled with charcoal, 
or coal ashes, and covered with gravel or earth. It is very 
necessary that the lower end of the conductor should be taken 
well away from the foundations of the building. 

SECTION XI.~ESTIMATES, PLANS, WORKING 
DRAWINGS, AND SPECIFICATIONS. 

§ 213 . Before commencing the construction of any building 
or other engineering work it is necessary to determine the cost 
of its construction. This is especially necessary in the case of 
works constructed by Government, since the amount of money 
available annually for expenditure is previously fixed. 

The estimate of the cost of construction should ' consist of 
a report, a specification, a detailed calculation of the measure- 
ments and volume of materials required, and an abstract show- 
ing the total estimated* cost of each description of work 
separately, and should be accompanied by detailed drawings 
{plans) of the construction. 

If the estimated cost is greater than the sum of money avail- 
able, the estimate must be reconsidered and reduced, either by 
decreasing the dimensions of the' building, etc., or by changing 
the nature of some of the materials of which it:was to be made 
in order to reduce its cost to the amount available,' or the con- 
struction of the building must be postponed till funds are pro- 
vided. 

The heading of the report should clearly specify the nature 
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of the work to be done, and its locality. .In the case of 
Government works, the authority (if any is necessary) on 
which the estimate has been framed should be quoted, and 
reference to all the important correspondence on the subject 
should be made. 

The report should state briefly the object to be gained by 
the execution of the work, discussing the reasons for the adop- 
tion of the designs submitted, and explaining such points as 
may be considered necessary. Full details regarding the site 
and the nature of the foundations must also be given. 

In the case of a building the dimensions of all scantlings 
used, and the distance apart and size of the roof timbers should 
be given and justified. The system of drainage adopted should 
be discussed if necessary. 

The specification should show clearly, and as briefly as 
possible, the details of the work, the manner in which it is to be 
executed, and the nature of the materials to be used. 

The plans will show the size and shape of the entire struc- 
ture, and such detail of parts as is necessary for the proper 
construction of the work. 

The detail of the measurements will be taken off the plans 
and the volume of materials required calculated from them. 

The abstract of cost. This statement shows the total cost of 
each kind of work separately. It should clearly show whether 
the rates given are for labour only or include the cost and col- 
lection of materials. If the rate given is for labour only, the 
cost and carriage of materials should be shown separately ; 5 per 
cent, of the total cost is added for contingencies, but need not 
necessarily be spent. The different parts of the estimate will 
now be considered in detail. 

■ § 214 , Plans.— A fter the design of a building (bridge, or 
structure of any kind) lias been determined, the next thing to 
be done is to prepare a series of drawings made to scale 
showing the size, shape, and dimensions of the various parts of 
the structure, as well as, so far as can be shown by conven> 
tional signs, the materials of which it is to be built. 
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These drawings constitute the plans of the building ; the 
number of drawings required depends upon the simplicity and 
symmetry of the building to be made ; a small, simple sym- 
metrical building will require fewer drawings than a 
large, complicated, and unsymmetrical one. The building is 
constructed from the plans, so they should consequently 
afford a thorough and complete guide to the method of con- 
struction to be adopted in every part of the building. 

The drawings should, in any case, be sufficient to show the 
construction of every part of the building, so that the builder 
who is given the drawings may be able to form a structure 
representing in every detail the drawing. Nothing must be 
left to the imagination. If any part of the drawings is 
incomplete, the building may be wrongly constructed.. 

Besides being drawn to scale, all parts of the drawing should 
be most carefully dimensioned^ the measurements of the differ- 
ent parts of the building being printed neatly and clearly on 
or close to them | so that the dimensions of all and every part 
of the structure may be seen at a glance, without 'having to 
take the measurements from the scale which accompanies 
the drawings. If the drawings are dimensioned carefully, there 
will be no possibility of errors made in the drawings being 
carried on to the building itself. An undimensioned plan is 
practically valueless. 

Plans in India are often drawn on section paper, that is, paper 
which is divided up into a number of squares of equal side, and 
these squares being again sub-divided usually into 100 small 
squares of equal size (the side of each large square is divided into 
ten equal parts). If.paper is thus divided, a dimensioned and 
figured scale is unnecessary as the required measurements can 
be m ade directly from the small equal divisions into which the 
paper is 'divided by the squares. The length of each small 
division (side of small square) can be taken as any length 
rendered convenient by the size of the drawings that it i§ 
desired to make. 
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The scale to which each drawing is made should be attached 
to it. The same scale need not be used for all the drawings 
made, as the actual scale employed in any individual case depends 
upon the size and intricacy of design of the building. The 
following drawings of a building or other structure are gener- 
ally prepared 

(i) A GROUND FLAN or plan of the building. This is usually a 
horizontal sectional plan of the building taken at the level of the 
ground. The width of the foundations, and sometimes the pro- 
jection of the space occupied by the roof, are also shown on 
the plan in dotted lines. It is also convenient to show in dotted 
lines the arrangement of the toof timbers on a portion of the 
plan, when the building is simple. 

If the building has more than one story, a separate plan of 
each story, showing the distribution of the rooms, stair-cases, 
passages, etc., should be made. 

(«) A Vertical Section or Sections.— I f the building is a 
simple and symmetrical one, one or two vertical sections will be 
sufficient to show its exact shape ; but where the shape of the 
building differs from place to place, a sufficient number of sec- 
tions should be given to show the exact shape of all the differ- 
ent parts of the building. The position of the sections given 
should be carefully marked and properly lettered on the plan. 

(3) Front and side elevations, as well as elevations of 
dissimilar faces, should be given in order to show what the 
building will look like when completed. 

In' the case of a simple symmetrical building a half vertical 
section and half elevation may be combined together in one 
drawing ; the section occupying one vertical half and the eleva- 
tion the other half of the drawng. This can only be done 
when the right and left halves of the building are similar 
in every respect. In the same way a compound section may 
be given, the section being taken so as to show the detail 
of windows, doors, etc., and other features of the building. 
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and in this case the line on which the section h take should 
be clearly shown on the plan. What arc called sections here 
arc really sectional elevations, and not simple sections in the 
true sense of the word as understood in the projection of lines, 
planes and solids. The actual method of construction of plans 
does not fall within the scope of this work, but must be studied 
in detail separately, if the whole of the information contained 
in the plans of a building is to be thoroughly appreciated. 

( 4 ) Working DRA\VINGS.—These are drawings of details 
which are too small to be shown on the scale to which the prin* 
cipal plans of the building have been constructed, but which 
must be supplied to the builder, in order to show him exactly 
how the different smaller parts of the building, such as the 
doors, windows, and the joints In the roof timbers, are to be con- 
structed. 

Such working drawings are useful in order to shorten the 
spcciftcalion (sec below), when the required detail cannot be 
briefly or accurately described in words. These drawings are 
made to a much larger scale than the rest of the plans. The 
details of doors, windows, and roof trusses may be shown from 
ff’jth to {'jth of their full size, while the details of joints may 
be drawn to a scale of -j-tj. 

In the Forest Department 3 copies of the plans are neces- 
sary. One is sent to the Conservator, one retained in the 
Divisional Olhce, and one sent to the oiheer who is to construct the 
building. This last should be dimensioned in the vernacular if 
that officer does not understand English well. 

§ 215. The specification is a detailed description of the 
nature and quality of the materials to be used in the construc- 
tion of the building. The method in which the different parts of 
the building are to be constructed ; the proportion and quality 
of the ingredients to be used in making mortar, concrete, plas- 
ter, etc. ; as well as full particulars with regard to the supply 
of all the raw materials should be given in detail. If the 



PLANS AND WORKING DRAWINGS, ETC. 2 85 

raw materials are to be supplied to the contractor, it should 
be clearly stated where the materials will be delivered. 

§ 216. In cases where the contractor supplies the labour 
or materials, or both, and is prud by the quantity of work done, 
the rates at which he will be paid and the conditions of payment 
should be clearly specified. 

The specification should be very carefully compiled, and the 
minutest detail thoroughly considered. It should be worded so 
as to allow of only one possible interpretation. 

In the case of forest works in India, the specification at pre- 
sent^usually serves as a guide to the executive officer who has to 
carry out the work, with regard to the nature of the materials to 
be ' used, and the metliod of construction to be followed. At 
present in India, so far as small forest works are concerned, it 
is rarely possible to find men who will contract for more than the 
supply of labour or, at the most, of some of the more common 
materials which can be locally obtained, and even then a mason 
cannot generally be found who is competent to build the walls, 
and also to put in the wood-work of the house. Consequently, the 
Forest officer in charge of the work generally has to arrange 
for the purchase of the materials, their carriage to the site of 
the building, as well as to generally supervise the work during 
its construction. 

,, § 217. In compiling the specification, it is usual to begin 

vVith those portions of the building which are under-ground 
‘,5 and to work upwards. For example, in the case of houses 
, the specification should show clearly, fully, and as briefly 
as possible, the details of the work, the manner in which it is to 
be executed, and the nature of the materials to be used. A 
detailed account of the way in which the construction is to be 
built, as well as of the kind of materials to be used, should be 
given in order under the following heads 

1 . Preparation of the foundation bed, including the disposi- 
tion of the drains. 
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2. The brick-work or masonry in the foundations, plinth, and 
superstructure. The quality and nature of the stones or bricks 
as well as of the cementing material used, should be given; the 
description of the plaster, whether it is to be applied on both 
sides of the wall or on one only; the details of whitewashing, 
colouring, tarring, or painting, etc., together with the quality of 
the materials used and the method of applying them, should be 
given in full. Where bricks and stones are used in different 
parts of the same building, each must be considered separately, 

3. The roof. Whether the roof truss is to be of iron or wood ; 
the nature of the materials used ; its construction, as well as the 
details of its component parts, and, if of wood, the methods to 
be employed for its protection against white-ants and moisture. 

If wood is used'the kind and quality of timber used, and the 
manner in which it is to be fixed in position , should then be 
detailed. The use of properly seasoned wood should be insisted 
upon, while the proper construction of all joints in timber-work 
should be provided for. 

4. The floor. Its nature, method of construction ; whether 
it is to be solid, or provided with flues, as well as such other 
means as are to be adopted in order to prevent damp rising 
in it. 

5. Doors and windows. The materials of which they are to 
be made, their construction, and the mode of hanging and glaz- 
ing should be given. 

6. All iron and brass-work connected with the foregoing 
items should be given together. 

The quality and size of the hinges, the number to be fastened 
on to each door and window, as well as particulars regarding 
door handles, nails, screws, bolts, and other fastenings, should be 
carefully laid down, 

7. Details concerning painting, varnishing, fittings, and 
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fixtures ,* staircases, ' ceilings, partitions, fire-grates, punkahs, 
etc., should then be given. 

8 . The cost of clearing away the rubbish and spare material , 
the construction of roads, clearing the ground, erecting 
enclosure walls and out-houses should be given last of all. 

In short, the specification should embody a complete and 
full statement of the nature of all the materials to be used 
in the construction of the building, as well as the method in 
which each part of the building is to be constructed, and should 
be in sufficient detail to serve as a complete guide to the 
person who is responsible for its construction. 

§ 218. In India, as it is at present not always possible to 
find contractors who will offer to construct petty works from 
specifications and plans (very few of the native forest contract* 
ors employed even understand what a plan is), it is usual to 
take out the quantities of the different materials required, and 
to explain to would-be builders the nature of the work to be 
done ; and then to make an agreement with them as to the rates 
for which they will make the different parts of the building. It 
may be necessary even to supply the necessary materials, and 
to pay for the labour when the building is finished according 
to the volume of each kind of work done. 

§ 219. Quantities OF Materials, — In taking out the quan- 
tities of materials required, it is convenient to follow some fixed 
■rules, in order to prevent any items being forgotten ; and to 
show the details of the measurements in a tabular form. 

For example, begin with earth-work and take - 

( 1 ) The preparation of the site for building ; 

( 2 ) The excavation of the foundation beds. 

Then take the foundation courses themselves (including the 
plinth), and estimate the quantity of masonry in each wall 
separately. If it is necessary to strengthen the foundation bed 
artificially, the volume of concrete required should also be 
computed. 
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The volume of masonry in the superstructure should be 
estimated, and the calculations for each wall shown separately, 
except in the case of two walls of exactly the same dimensions, 
allowances being made for the door and window openings 
and the necessary deductions made. External and internal 
walls should be shown separately. If more than one quality of 
masonry be used, the volume of each should be taken out by 
itself. 

The volume of brick-work, if any, should be calculated sepa- 
rately. 

The plastering of the internal and external walls, plinth, 
cornices, steps, pillars, verandah, ceiling, etc., should all be 
shown separately, and may advantageously be expressed in 
superficial feet, the thickness of the layer of plaster being 
given in the specification. 

Whitewashing, distempering, or painting the walls should be 
also shown in superficial feet. 

If the roof is terraced or arched, the quantity of masonry dr 
brick-work necessary for its construction should be next taken 
out. 

The volume of wood required in the building should then be. 
calculated. ’ ’ 

The scantlings should be arranged according to their size, 
the largest being placed first. The volume of each beam or 
plank should be taken out separately, and its position in the 
building stated ; thus the planks for the floor should be shown 
separately from those required for the roof, walls, etc. The 
actual dimensions of the different scantlings, as well as the 
number of each required, shouldbe detailed. The total volume 
of wood should be shown in cubic feet, or in superficial feet 
according as the sawing charges are paid for by the cubic foot 
or the superficial foot of surface sawn. 

In estimating the volume of wood, allowance should be made 
for joints and waste. 
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The volumes of the different kinds of wood used should be 
shown separately. 

The doors and windows may be estimated for at a fixed price^ 
or if they are to be made, the quantity of wood required for each 
should be shown separately in detail. The frames for the doors 
and windows must not be forgotten. 

Painting, if prescribed in the specification, should also be 
estimated for ; the quantity of each colour required should be 
shown separately. 

The weight of nails, screws, locks, hinges, door>handles, 
bolts, staples for supporting the roof gutter, as well as the roof 
guttering itself, should be showm separately. 

The cost of clearing away the rubbish from the site after 
the building is'Completedj any works which may be necessary 
to ensure the stability of the building should be carefully esti- 
mated and shown in detail by themselves. 

§ 220. In calculating the actual quantities of materials 
required, in simple buildings the different parts of the build- 
■ ing should be briefly but distinctly described in words ; for 
example, the external long walls, the main long walls, internal 
cross walls, etc. Walls of the same height and thickness should 
be entered one after the other, so as to facilitate the calculation 
ttf their cubic contents ; the measurements should be taken to 
the nearest greater i of a foot. 

The total volume of each kind of material or work, such as 
excavation of earth, masonry in the foundations or super- 
structure, brick-work, beams or planks for which different rates 
are paid, should be taken out and shown separately. 

The tabular form given below is that adopted by the 
Public Works Department, and is perfectly suitable for all the 
requirements of Forest officers. It has been partially filled ini 
50 as to make its use quite clear. 
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Table of Quantities. 


Kind of 
work, 


Kntlhwork 


Particulars. 


.o 

E 

9 

z 


(at Levellinc ; 
site, iflclua- 
inp clcarinc 
all vegetable 
groail). 

{bl Exava* 
tionoi faun* 
dalioo tie<I«, 
For outer long 
walls. I 

For outer thort 
walls, I 

For inner long 
walls. 

For inrlitlon 
walls. 

For ibort w.llls 
for kitchen. 


Dimensions. 


Length 
in ft. 


Dre.adth 
in ft. 


too 


35 

*7 

35 

13 

S 


too 


si 

si 

si 

si 

3 


Height 
in ft. 


li 

li 

«i 

il 

li 


Area or 
Contents. 


30,000 


363 

303 

563 

90 

37 


Totat, 




M.asonry 
(.a) in founda* 
tions and 
plinth. 


Ouler long 
walls. 

Outer short 
wills. 

Inner long 
walls. 

Paitition walls 

Short nails 
for kitchen. | 


3 


3 

3 


35 


ST 

35 

13 

5 


n 

«i 

«i 

ti 

•i 



3 3>5 

3 


3 3«S 

3 loS 

3 -IS 


• l,03S 

cubic ft. 


§ 221, The estimate is formed with the help of the plan 
and specification; the quantities of the materials used arc ca1cu> 
lated from measurements tahen from the plan ; while the quality 
of the materials, as well as the rates to be paid for labour iu con- 
structing the several parts of the building, are taken from the 
specification. The materials should be estimated for at the 
local rates in force for the time being. The estimate should 
give the total cost of the building shown in the plans, built 
according to the conditions laid down in the specification. 

> 

If some of the materials have to be obtained from a distance, 
the cost of carriage must not be forgotten. 
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The cost of the materials used in the building, and the 
cost of construction of the different parts, should be kept 
separate, unless the rates given for the work in question 
include the cost of the material and its carriage to the site of 
the work. 

Five per cent, of the total cost of the structure is added to 
cover the extra cost of such small items as may subsequently 
be found necessary or may have been forgotten when framing 
the estimate, as well as to cover slight changes in the rates 
paid for materials and labour which may have occurred during 
the interval. 

In the construction of Government works the estimate 
should be a fairly liberal one, as when once sanctioned it can- 
not be exceeded unless for very special reasons. A form used 
. by the Public Works Department for the abstract of cost is 
i'. given below:-- 

Abstract of Cost. 


Quantity. 

Items. 

Rate. 

Cost. 

Total. 




Rs. A. p. 

Rs. A. r. 

3,000 cubic fuct 

Levelling site of Building 

5 Rs. per 
I»COO 

SO 0 0 

S 5 G cubic feet 

% 

Excavation of foundation 
bed 

Rs, 5 
per 1,000 

ID 


1,036 cubic feet 

Masonry in foundation 
and plinth . . . 

Rs. 13 
per loo 

133 3 0 

14 4 6 
133 3 0 

Etc. 

/ 

Etc. 

Etc. 

Etc. 

Etc. 

' * 

r ‘ 


Total Rs. 


* 

t 

( 

Contingencies at 5 per cent. 

Grand Total R 

1 

• 
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BULL’S PATENT TRENCH KILN. 

By C. E. Dupuis, F.C.H. 

^Executive Engineer, Irrigation Branch, North-West Provinces, 

India). 


Bricks for Kirgc Government works in Northern India arc almost 
.nhv.iys burnt close to the site in a Bull's Patent Trench Kiln. 

The advantages of this form of kiln arc numerous, but none is greater 
in practice than its simplicity. The construction of a kiln involves nothing 
but a little exceedingly simple c.*irt]iwork, and a kiln can be constructed, 
bricks moulded, and burning started in any convenient held in a very few 
d.iys. 

The kiln is a modific.ntion of Hoffman’s Perpetual Kiln ; but whereas 
HoEman's kiln is an elaborate and expensive brickwork erection, Bull’s i.<: 
merely a trench in the ground. 

The principle is, however, the same, and consists e 5 scnli.illy of an annular 
chamber in which the burning is carried on continuously, the fires travelling 
round .and round the chamber ; the burnt bricks being removed from be- 
hind, and the unburnt bricks filled in in front of the fires .is they advance 
(see plate. Fig. i). 

The draught of the fires is also carefully .irr.ingcd by movable stops* 
dampers and chimneys ; so that the air for the fires is always supplied 
through rcccntly-burnl bricks, and consequently reaches the fires exceed- 
ingly heated ; .and at the s.amc time the cooling of the bricks at the point of 
removal is accelerated ; and the heated products of combustion pass for some 
distance through layers of unburnt bricks, ready for burning, and so .assist 
in drying them thoroughly, and in licating them to a very considerable 
degree, before the fires actually reach them. 

The kiln may be circular in plan, but it is more economical of space to 
make it in the shape of .a flattened ring (sec plate. Figs, i and 2), the greater 
part of the circumference consisting of two long straight reaches separated 
only by a w.all ; these arc connected by sharp semi-circular curves at either 
end ; a further ndvantoge of this shape is th.at firing is distinctly easier on 
the straight than round tlic curve, .and the average outturn is better. 

Tliis kiln may be m.adc of any convenient size depending on the num- 
ber of bricks to be burnt, and on the rate at which they have to be 
turned out. A kiln about 100 yards long (that is about 220 yards in 
circumference), with a trench 2o feet wide by 8 feet deep, will turn out about 
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lOfOOO burnt bricks per diem from one set of fires ; a kiln of this size 
can, if necessary, be \vorked with two sets of fires j as the fires with the 
bricks that are in process of heating and cooling, from the point at which the 
kiln is being loaded to the point at which the bricks are being removed, 
will not occupy one-half of the circumference of the kiln (see plate. Fig. i). 

The rate at which the fires advance depends of course on many things, 
especially the quality of the wood burned, and the dryness or dampness of 
the weather, but in an average case the fires will advance about from 6 to to 
feet a day. 

The working of a kiln will best be understood by taking an average 
case and describing the processes required in detail. 

First a site must be selected where suitable earth is obtainable, as near 
as possible to the work, and a piece of land appropriated for the brickfield. 

It is worth noting in this connection that a brickfield wants a good deal 
of space. The kiln itself, earth-pits, moulding benches, drying floors, 
drying stacks, stacks of burnt bricks, stacks of wood, slielter sheds and 
pathways occupy a large area, and it hampers the work exceedingly if 
materials must constantly be shifted to make room. 

The kiln is then marked out on the ground and excavated. If the soil is 
firm, the vertical sides of the trench in the natural ground require only a 
little trimming and plastering j but sometimes where the soil is not firm, the 
sides of the trench has to be faced with a rough mud walling. 

The depth of the kiln is generally so adjusted (see Pig. 3) that’ afaoiSt 
two-thirds is in excavation, t.e,, below the natural surface of the ground 
and one-third above. 

The kiln being ready, a commencement is made with the loading at any 
convenient point. The kiln is loaded up to its full height from that point 
onwards in one direction. 

The bricks are carefully loaded in a particular manner, the result' of 
which is that the whole body of the kiln is filled with unburnt bricks (loosely 
stacked with mr spaces In all directions) containing rectangular vertical shafts 
about 18 Inches square at the bottom and 9 inches square at the top, at inter- 
vals of about 3 feet apart across the kiln, and 4 feet apart longitudinally. 
These vertical shafts form the fire-holes. 

The top layer consists of bricks laid flat and' placed close' together; the 
tops of the shafts (fire-holes) are also closed in with bricks, and the whole 
upper surface is then covered over with from 3 to 6 inches of sandy earth 
and ashes rendering it approximately airtight. 

At intervals of about 25 feet complete vertical joints, about 3 inches wide 
are left in the stacking, for the full height and width of the kiln ; these are 
for the insertion of the stop pampers (see Fig. 8). As soon as a length of 
about 100 feet of the kiln has been loaded, the dampers are placed in the 
joint (see plate. Pigs, i and 6) at, say, 100 feet from the point where the 
loading of the bricks commenced, andthe joint is then made as airtight as 
possible by caulking with wet clay. The chimneys are erected over a row 
pf fire-holes (see Figs. 6 and 7) near the damper (the tops of the fire-hole^ 
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being of course opened out)i and the fires are ' started at the point where 
the loading commenced. Special care is required in the regulation of the 
draught at first, and the points of the brick face where the loading started 
have to be caulked. The outturn at first is necessarily poor, and will con< 
tinue so until the operation of burning is well under way. 

The fires arc started in the first few sets of fire>holcs (generally 4 or 5 
rows) and kept going for 2 or 3 days, the wood being fed into the fires by 
dropping it in through the tops of the fire-holes. 

As soon as the bricks around the holes appear thoroughly burnt, the fires 
are advanced to the next set of holes. After 2 or 3 days, in favourable 
weather, it will be generally possible to advance the fires every day. 

While the fires arc actually burning, the fire>holcs in use are closed by 
saucer-shaped iron dampers (see Rg. g) that with the aid of a little sand 
round their edges arc sufficiently airtight. As soon as the burning in any 
set of holes is complete, the iron dampers arc moved forward with the fires 
and the holes dosed in with bricks and covered with sand as before. 

As soon as the fires have moved forward about 25 feet, the stop dampers 
must be shifted forward to the next vertical joint and the chimneys moved 
on correspondingly, the openings left by their removal being carefully 
closed as before. 

As the fires advance further from the original starting-place, the 
caulking of the joints must then be removed to admit more aii* to the fires 
and to cool the burnt bricks. 

By the time that the fires have advanced about too feet, the bricks 
at the starting-point will be cool enough to be removed. From the time 
that the work of removing the brickscommcnccs, the kiln may be considered 
to be in full work. 

The work of loading the kiln goes on continuously a little ahead 
of the main damper and chimneys, which are moved forward 25 feet every 
third or fourth day. The fires arc continuously advancing about two holes 
(that is, 6 to 8 feet) a day, and arc about 75 feet behind the chimneys. 
About too feet behind the fires the burnt bricks arc being removed. 

It is thus seen that the various processes in connection with one set of 
fires occupy a length of at least 200 feet, .and this is the least circumference 
that will suffice in an ordinary kiln. As a matter of fact, they are seldom 
made less than about 300 feet in circumference, and often mqch more, as 
for instance when 2 sets of fires arc to be employed. 

, j If a very small number of bricks are to be burnt, the principle of Bull’s 
Patent Trench Kiln can often bo .applied advantageously to a short 
straight trench, but In such a ease the outturn is not likely to be very good. 

An average example of Bull’s kiln may be taken as a trench 12 feet 
wide by 6 feet deep and 300 feel in circumference, burning one sot of fires 
and turning out about 5,000 bricks per diem, of which 70 per cent, should 
be first class, 20 per cent, second class and overburnt, 5 per cent, third class 
^nd 5 per cent, unburnt and brokep. 
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The consum ption of wood [common kinds, such as Dhak {Btiiea 
frondosa), etc.] should not exceed 6,000 cubic feet stacked per lakh 
(100,000) of bricks loaded, the wood being measured in stacks ready 
for use. 

The fire-holes being only 9 inches square at the top, the largest pieces of 
wood must not be more than about 8 inches in diameter. Generally speak- 
ing, pieces of wood about 6 inches in diameter and 2 to 3 feet long 
are most suitable. All the pieces must be fairly straight. The degree of 
burning necessary is a very delicate matter, and which can be only learnt 
by experience : it is quite impossible to give rules on the subject. It Is 
absolutely essential that the head fireman should bo capable and expe- 
rienced: but speaking very broadly, the bricks have to ho kept at an 
intense white heat for about 24 hours, and at lower degrees of heat for 
several days 5 and it is essential that neither the heating nor the cooling 
should be loo rapid. The firemen judge themselves of the progress of the 
burning by looking into the fire-holes, and feed in the wood as appears to 
them necessary. 

Too great heat will result in the partial melting of the bricks (especi- 
ally those containing much sand and iron), and this is often followed by the 
subsidence of a considerable area of the kiln, which, besides actually 
damaging a very large number of bricks, blocks the fire-holes and air 
passages, and interferes seriously with the firing for a very much larger 
number. Too little heat will result In the outturn of an excessive propor- 
tion of 2nd and 3rd class brie ks 

The kiln surface naturally subsides in the process of burning to .the 
extent of about S per cent, of the full height. The amount of the subsi- 
dence of the kiln is also a guide to the firemen in burning. 

In burning a largo number of bricks by this method it is essential to 
economical working that the gsings of men employed on the various 
processes be carefully proportioned. If, for instance, too many moulders 
be employed, there will be an accumulation of sun-dried bricks, cumbering 
the ground and liable to be dam.agcd by a chance shower of rain ; if too 
few, the fires will have to be checked and damped down while waiting for 
bricks, and this is of course ruination to the outturn. 

Before starting work, the number of bricks to be turned out per diem 
should'be determined, the size of the kiln designed, and the number of 
men in each gang assigned proportionately. The numbers can, of course, 
be varied as found necessary, but the progress of the fires, with a view 
to the best possible outturn, should be allowed to determine all other 
factors, any attempt to hurry or check the fires being usually disastrous. 

The bricks should be allowed to cool slowly, and if they can be left in the 
kiln until absolutely cold, so much the better. Sometimes when bricks are 
rvanted quickly, they have to be removed when they are only just cool enough 
to handle ; this, of course, admits the draught upon the bricks while still 
very warm, and generally causes a great many of them to crack. 
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It may, therefore, be considered dbsirable to make the kiln fairly 
large, so that a considerable length of cooling bricks may be left behind 
the fires without interfering with the progress of the work. 

Tiles and pipes can be burned in these kilns as well as bricks. It is 
usual to burn them together with bricks, stacking them amongst the bricks, 
away from actual contact with the firc'holes to save breaking in iiring, 
and because the tiles are more valuable, more easily broken, and more 
easily injured by overburning than bricks. 

The following figures and sketches (see plate), taken from an actual 
instance of a Bull’s kiln, may be considered typical. About 15 lakhs of 
bricks were required for the construction of an important torrent work on 
the Eastern Jumna Canal, in the Saharanpur district, North-Western 
Provinces, during the winter of 1894-95. The winter being cold and wet, the 
work was much delayed, and it became necessary to turn out the bricks in 
a very short time. A large two-Rre kiln was therefore constructed of the 
dimensions shown in Figs. 2 and 3. 

The firc-holcs were 3 feet apart from centre to centre transversely and 
4 feet apart from centre to centre longitudinally. There were six R re-holes 
in a line across the trench, and six such lines of holes m each block 
23 feel long between successive damper joints (see Fig. 4). 

Each such block, containing in this case 36 Rrc-holcs, is known tcchnir 
cally as a “ chimney," from the fact of the chimney being set up afresh 
over each block as tlie (ire advances. 

In the kiln now being described each “chimney” covered a kiln space 
of 23 feet by 17 (cct 6 inches, contained 17,000 bricks, and took two days 
to burni the Rrcs advancing 3 lines of holes, and the outturn being 8,000 
bricks daily. The consumption of wood was about 1,200 cubic feet 
stacked per chimney, or 7,000 cubic feet stacked per lakh. The kinds of 
wood chiefly used were Dhflk {Butea frondosa), Kikar {Acacia Arabica) 
and Shisbam {Dalbergia Sissoo). The Rrcs were maintained in three lines 
of holes (see Fig. G). There were 15 courses of bricks on edge in the 
loaded kiln. 

The funnels which were placed over the line of Rrc-holcs next but one 
to the damper, to take oE the products of combustion and heated air, after 
it had passed through the required length of bricks, are shown in Figs. 
1, 6 and 7. They arc Rttcd with handles for convenience in moving, and are 
stayed with ropes when set up to prevent their being blown over. 

The (Fig. 8) consists of several sheets of thin iron about 2 feet 

wide, and as long as the kiln is deep. These Rt into H — section wrought 
iron slide bars, .which keep the whole fairly airtight. They arc fairly easily 
Rxed in place in one of the vertical joints, and arc then puddled up round 
the top with wet clay to make them airtight. 

Descrution or Figures ix the Peate Illustratiho Bull’s Patent 

Trench Kiln. 

Fig. r is a sketch of a large trench kiln burning with two sets of 
fires. The relative positions of the damper, ciiimneys, bricks th.nt are being 
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heated, Gres, bricks that are cooling, bricks that are being removed, space 
from which the burnt bricks have been removed, and the unburnt bricks that 
are being loaded, for both sets of Gres are shown. Scale 20 yards to the 
inch. 

Fig, 2 is a plan of the empty kiln ready for the loading with unbumt 
bricks. Scale 20 yards to an inch. 

Fig. 3 is a cross section along the line A B. Fig. 2, showing the 
dimensions and construction of the empty trench kiln. Scale 20 feet to 
an inch. 

Ffg. 4 is the plan of " one chimney,” as the mass of bricks between 
two consecutive damper joints is technically called. The position and size 
of the Gre-holes and damper joints are shown in this drawing. Scale 10 
feet to one inch. 

Fig. 5 is a longitudinal section along the line C D, Fig. 4, to show 
the size and relative position of the Gre-holes in which the wood to be 
burnt is placed. The tops of the Gre-holes when not actually in use are 
covered over with bricks. The whole of the top of the kiln is covered 
over with a layer of sand and ashes about 6 inches thick, so as to prevent 
the heat from escaping, without passing through the bricks which are to be 
burnt, and out of the chimneys provided for that purpose- Scale 10 feet to 
the inch. 

Fig. 6 is a longitudinal section through part of a loaded kiln, to 
show how the process of brick-burning is carried on and how the heat 
from the Gres is utilized in drying and heating the- unburnt bricks, in- 
stead of being allowed to esc.ape without being used, as is the.case in many 
of the brick kilns and clamps in common use. 

The arrows show the direction in which the heated air is led, and indicate 
how fully it is utilized before it is allowed to escape. Scale 20 feet loan '' 
inch. 

Fig. 7 shows in detail the shape and construction of one of the three 
chimneys shown in plan in Fig. i and in longitudinal section in Fig. 6. 
The three chimneys employed are placed in one of the same transverse 
row of Gre-holes. Two Gues open into each chimney, as shown in the 
sketch. The Ggurc is a , vertical section along the line E F, Fig. 4. The 
other four Grc-holes in the line open amilariy into two other chimneys, and 
thus the draught through the kiln is made as uniform as possible. Sections 
of the chimney along the lines G H and 1 J are given. Scale 10 feet to dn . 
inch. 

Fig, 8 shows in elevation one of the iron sheets of which the damper 
is composed. The method of Gxing the successive sheets into H — section' 
wrought iron slide bars is shown in plan. Scale 10 feet to the inch. 

Fig. 9 is a vertical section through the top of ono of the Gre-holes in ^ 
which the Gro is still burning, showing one of the iron Grc dampers which 
cover the Gre-holcswhen the Gres are burning in them. 
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